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Allies Strike for Elbe River 


Reds Seize Hamburg, » Miles, 
Capital of Blazing; Huns Lose 
East Prussia 900,000 in 10 Days. 


: PARIS, Tuesday, April 10—(AP)—Allied armies are 
27,000 Prisoners Taken 


DEATH DUNGEON SEIZED 


Crazy Folk Run Amok 
As Nazi Hypo Puts 
20,000 Out of Misery 


striking for the Elbe river—last big stream before Berlin— 
fought into the outskirts of Hannover and to the gates of 
flaming Bremen, and have cut off 80,000 enemy troops in Hol- 


By HAL BOYLE 


WITH THE U. S. FIRST ARMY IN GERMANY, April 9. 
(AP)—A Nazi “murder factory,” where an estimated 20,000 
political prisoners, Jews and slave laborers were put to 
death, was discovered in an insane asylum near Limburg by 
the First Army, Allied officers disclosed today. 

A macabre story of death and torture and ghoulish feasts 
by drinksodden executioners was told by the investigators, 
Capt. Brinkley Hamilton, a British officer attached to an 
American infantry division, and Lt. W. R. Johnson, of Love- 
land, Col. 

The asylum had been located previously by Lt. George 
Walker, of Deshler, Ohio, and Capt. Alton H. Jung, of San 
Antonio, Texas, after their suspicions were aroused by tales 
told by German residents of the village of Hadamar, four 
miles north of Limburg. 


Doctor, Nurse, Warden Are Jailed 
For Killing Unruly or Useless ‘Slaves’ 


They questioned German officials of Hadamar and on the 
basis of their reports Maj. Harvey M. Coverly, of Sausalito, 
Cal, ordered the arrests of three Germans who ran the 
asylum—a 70-year-old doctor, a 45-year-old chief woman’s 
nurse and a middle-aged chief warden. 

The asylum, the officers learned, was one of six “plants” 
set up by the Nazis inside Germany to dispose scientifically 
of slave laborers who were unruly or had outlived their use- 
fulness to the German war machine. They gave this account 
of the slaughterhouse: 

German civil authorities themselves estimated that 15,000 
victims were gassed and cremated and another 5,000 killed 
by drugs or poison and buried in communal graves near the 
asylum walls. 

After residents of Hadamar complained repeatedly of the 
stench of burning bodies and the bishop of Muenster pro- 
tested, the Nazis switched from gas to hypodermic injections 
and from cremation to mass burial. 

The killings continued up to March 21—eight days before 
the arrival of the American armor. 

The slavings were described as ” authore 
ized by a 1939 Nazi statute. Political prisoners and slave 
laborers—particularly Russians, Poles and Dutch—who be- 
came too weak to work were first starved, then declared 
“hopelessly ill,” and slain. Terror was added to the place 
by 300 crazed inmates who were allowed to run free in the 
awesome underground dungeons. 

“Nobody would believe it,” Johnson said. “It had under- 
ground chambers with dripping water, bats flying around 
and little crazy men jumping out at you at every step... . 

“The director in charge was a big tall Nazi surgeon, about 
70 years old, a graduate of Heidelberg with saber scars on 
his face. He was gray-haired but I never saw a tougher 
looking man in my life. The chief nurse—her job was to 
put the death needle into women patients—was about six 
feet tall and built like a football player. She was as ugly 
asawitch. The-head keeper was a mousey-looking middle- 
aged man who had been promoted from driving victims to 
the asylum to the actual! job of doing away with them. 


Officials Hold Daily Conferences 
To Decide Who's To Die That Day 


“It was the head keeper who gave us the first real tip-off 
on how the place operated. He told us the asylum never 
held more than 500 patients and showed us that there were 
only 481 graves in the cemetery. There were three fresh, 
empty graves and when we asked him about them he said, 
“We always keep three graves ahead.’ 

“Capt. Hamilton noted then that the graves were seven 
feet or more deep and bulb-shaped. Most German graves 
now are only a few inches deep. ... We learned that in- 
stead of one body in each grave there were from six to 


The English officer, a veteran of 20 years at London’s 
Bow street police station, said it was “bloody-awful business 
—worse than anything I ever heard of.” He said he learned 
that on one day they took 500 Russians into the place and 
not one camé out alive. 

“When we first walked through it the insane inmates, 
laughing and screaming, followed us around in packs,” Ham- 
ilton said. “There were dwarfs and stupid giants, but all 
seemed harmless. Only the sane people there were killed. 

“Each morning the surgeon director, the head keeper 
and the head nurse held a conference and decided on those 
to be killed during the day. . ... The head keeper gave the 
men a narcotic which in their weakened condition quickly 
killed them. The head nurse did the same for the women. 
When the head keeper wasn’t around, one of his assistants 
did the job. 

“One assistant said the doctor was regarded as a kind 
man because if one of the victims fought against taking the 
hypo needle the surgeon would not let the attendants beat 
him into submission. He just let the mah go without food 
until he was too weak to object.” 


On 10,000th Slaying, They Celebrate, 
Drinking From Skulis of Victims ® 


The investigators said the “murder factory” started op- 
erating some time in 1941 and that the gas chambers afd 
crematorium were operated by SS men sent from Berlin. 

“After their 10,000th killing, the SS men had a drinking 
orgy,’ Hamilton said. “They cleaned out the skulls of some 
of their victims and used them as drinking cups. Townspeo- 
ple and former employes at the asylum testified to this.” 

The officer said some of the victims were “young chil- 
dren who were half-Jews.” :: 

“Most of the victims appeared to be Russian men and 
women workers who couldn’t stand the strain of hard work 
and little food on the Gérman farms and in the factories,” 
he said. “One nurse in the asylum defended the killings, 
Saying it was better for these people to be put away be- 
cause they were sick and useless, even to themselves.” 

“There also were many Poles and some Dutch killed. I 

Continued on Page 5, Column 4 
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As Koenigsberg Falls; 


Vienna's Collapse Near 


LONDON, Tuesday, April 10.—| 


(P)—Russian assault forces, swift- 


ly overrunning rapidly-collapsing | 


enemy resistance in Vienna have 
captured the 2,000-year-old inner 
heart of the city, while Soviet 
forces in the north have conquer- 
ed the long-beleaguered East Prus- 
sian capital’of Koenigsberg, 


The Soviet war bulletin, gwhich 


was delayed three hours beyond its | 
usual time, said early today that! 


the center of the Austrian capital 
had been captured in wild street 
fighting that had engulfed more 
than three-quarters of the entire 
city yesterday. 

VIENNA’S FALL NEAR 

The fall of Vienna, second great- 
est city of Adolf Hitler’s greater 
Germany and the Red Army’s big- 
gest potential prize, appeared im- 
minent. The Russians swiftly over- 
ran street.barricades and over- 
turned trolley cars, and Moscow 
dispatches said the metropolis lack- 
ed but eight to 12 miles of encir- 
clement. 

Koenigsberg, ablaze and in ruins, 
from concentraced Russian artil- 
lery and aerial bombardment, fell 
little more than 24 hours after 
Marshal Alexander M. Vasilevsky’s 
Third White Russian Army began 
storming the city in an all-out as- 
sault Sunday. 

Koenigsberg, a city with a pre- 
war population of 368,000, first 
was encircled Jan. 30 During the 
following month, the Germans 
broke the encirclement, and the 
Russians left the fortress city to 
starve while cleaning up the rest 
of Bast Prussia. 

5,000 SORTIES 

Then. Sunday, Vasilevsky's 
troops opened a tremendotis as- 
sault after Red air force planes 
flew 5,000 sorties over the ancient 
fortress of the Teutonic Knights. 
Breaking through an outer defense 
line, the Russians swept into the 
center of the city and captured the 
citadel, 

Koenigsberg’s fall was announced 
in an order of the day issued by 
Premier Stalin, who said the vic- 
tory cleared the last major Ger- 
man point of resistance along the 
Baltic coast east of Stettin and that 
the Russians were swiftly over- 


running the last East roaaten; 
Continued on Page 5, Column 2 


HOME—AND STEAK!—T. Sgt. Russell Willie, of Baton Rouge, La., literally dives 
into a steak for his first meal on U. S. soil after escape from a German prison ‘camp. 
Sgt. Willie and approximately 1,500 other U.S. soldiers now at Camp Myles Standish, 
in Massachusetts, were freed when advancing Russian troops everran the camp. 


' wick, indicating that the German 
‘armies, stricken by the loss of a 


associated rress Wirephoto 


Terrific Bombardment 
Hurled at 8-Mile Po Strip 


ROME, April 9.—(AP)—The bulk of Allied air strength in Italy was thrown into a 
terrific bombardment today of an eight-mile-wide strip in the path of the Eighth Army in 


the direction of the Po river toward Ferrara. 


A portion of the U. S. 15th Air Force joined the U. S. 12th Air Force in the terrific 
saturation bombing, which at first reports appeared to exceed even the devastation wrought 
at Cassino inthe great assault of 1944 
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2 FIELD MARSHALS NAMED 


’ 


Reds Accuse Germans of Slaying 
Prison Camps 


~-~~~~* Bikernek forest, located on the out- 


977,000 in 


By ROMNEY WHEELER. ‘ 
LONDON, Tuesday, April 10.— 
(P)—Two Wehrmacht field mar- 
shals and 86 other Germans were 
named responsible for the death of 
577,000 persons in concentration 
camps in Latvia and the deporta- 
tion of 175,000 others as slave la- 
bor in a 6,000-word report by a 
Soviet investigating committee. 
Field Marshals von Model and 
Schoerner, army group command: 
ers, were blamed for the crimes 
in the report which a Moscow 
broadcast said last night was made 
by a group of prominent Soviet 


> 


Latvians and Russians, 

The committee reported that the, 
Germans had methodically de- 
stroyed factories, public utilities, 
libraries, museums, hospitals and 
homes, had ransacked libraries and 
art galleries and had slain many 
Latvian intellectuals. At least 170,- 
000 aivilians, including women and 
children, were slaughtered in mass 
extermination camps near Riga, it 
was charged. 

“The German fiends spared no 
one,” the report said. “They mur- 
dered men and women, healthy 


and sick, children and old people. 
In the-central prison in Riga they 
murdered more than 2,000 chil- 
dren whom they had taken away 
from parents, and in Salaspils 
camp they killed more than 3,000 
children.” In this camp the com- 
mission said it found nine grave- 


pits covering a total area of more 
than 3,600 square yards, and had 


Latvian 


CAMP PICKETT, Va., April 9. 
(UP)—A group of 248 striking 
German war prisoners, all navy 
men, were put on a bread and 
water diet today at the Lynd- 
hurst branch camp, it was an- 
nounced by Col. A. E. Potts, 
Camp Pickett commanding offi- 
cer. The men refused to work, 
claiming that they were under- 
fed, an announcement said. 


- ie ile die tad 


ee 


established that the Germans tor- 
tured to death more than 56,000 
civilians in the camp. 

“In the first and second psychia- 
tric hospitals they killed all the 


mentally diseased,” the report said, | 


citing three instances in which| 
German SS (Elite Guard) police| 
removed a total of more than prety) 
mental defectives from the hospi-| 
tals in 1942 and “thot all of them | 
in Bikernik forest” on the out-| 
skirts of Riga. A hospital doctor} 
testified he was instructed to note 
on the sick lists simply, “‘evacuat- 
ed by SS police.” 

The committee said that on Aug. 
22, 1941, about 780 mental patients 
from the Daugavpils (Dvinsk) psy- | 
chiatric hospitals were shot in a) 
small town, including 20, healthy | 
children temporarily transferred | 
to the hospital building from a 
children’s home. | 

“The Germans also killed resi- 
dents of Riga and its suburbs in 
Bikernek, Dreilin and Rumbul for- 
ests,” the report continued. “In 


PLUCKY DESTROYER RESCUES CREW, 
SAVES SHIP AND RETURNS MEN 


ABOARD ADM. TURNER’S FLAGSHIP OFF OKINAWA, 
April 9.—(4)—Casualties were heavy in only one of the three 
U. S. destroyers sunk in the American defeat of the Japanese 
Yamato battleship task force, it was stated officially last night. 

Officers also disclosed that one of the American destroyers, 
although herself damaged, rescued the crew of another de- 
stroyer which was afire—then put ‘out the flames and re- 


skirts of Riga, the Hitlerites shot 
46,500 civilians.” 
One witness living near the for-| 


est told the commission he counted 
41 buses in one morning during a) 
two-day movement of doomed per- | 
sons just beforé Easter, 1942. On 
Easter Sunday he said many resi- 
dents went to the place of shoot- 
ing in the forest and saw a big 
open pit filled with slain women 
and children. 

“Tose oo of the women and | 
children bdfe traces of torture,” 
the witness was quoted as saying. 
“Many had bruised faces and 
heads. Some had hands or fingers 


Continued on Page 5, Column 3 


'against weakening German resist- 
ance within two miles of Massa, 


Within the area was the town 
of Lugo, ten miles northeast of 
highway No. 9 and one mile west 
of the Senio river that has been 
the front line boundary for many 
weeks. 

The limited locale was literally 
soaked with high explosives by 
relays of American planes. 

Lugo is 32 miles southeast of 
Ferrara and 27 east of Bologna. It 
is an important station on the 
Ravenna-Bologna railway and is 
on roads leading to both Bologna 
and Ferrara. 

The Allied 15th Army group 
communique, issued earlier, dealt 
only with Sunday’s ground oper- 
ations and gave no word whether 
the Eighth Army movements to- 
day were integrated with the co- 
lossal aerial assault announced 
shortly before midnight. 

The regular communique said 
American Fifth Army troops on 
the Allied left flank had driven 


last sizable town on the road to 
the west coast Italian naval base 
of La Spezia. 

American-born Japanese spear- 
headed’ the assault, which swept 
the villages of Montignosco and 
Strinato. 


land with a push within 20 miles of the north German coast. 


Mysterious ‘fires raged today irr] 


Hamburg, Hannover and Bruns- 


half million men in 10 terrible 
days of combat, were putting the 
torch to the cities which they seem 
unable to save from the Allied on- 
slaught. 


American troops fought into vir- 
tually encircled Essen, Europe’s 
greatest armaments city, and cap- 
tured the ruins of the famed 
Krupp Munitions Works, idle since 
an RAF obliteration bombing in 
March. The nearby Ruhr city of 


Gelsenkirchen fell without a shot. 
BREMEN ENTERED? 


The British Second Army and 
the U. S. Ninth, First and Third 
Armies were hammering toward 
the Elbe, which runs within 50 

WITH THE 17TH AIRBORNE 
DIVISION IN GERMANY, April 
9.—(INS)—Prisoners of war 
seized today by the airborne 
troops reported that Reichs- 
marshal Hermann Goering, 
chieftain of the shattered Luft- 
waffe, either has committed sut- 
cide, been hospitalized, or jailed. 

~— 
miles of Berlin, shoulder-to-shoul- 
der along the arching front of 200 
miles. 

While the British joined lines 
with the Ninth Army for the as- 
sault on Hannover, the main 
weight appeared to be swinging 
northeastward, where vanguards 
on the Weser river were 50 miles 
from the Elbe at Hamburg, Ger- 
many’s second city. They were 
battling a Marine division hustled 
down from Hamburg and German 
troops from Denmark. 

The Paris radio said the British 
also had entéred Bremen, but the 
last reports from the front said 
they were locked in hard fighting 
five miles from the city. 


ADD FIVE DIVISIONS 


The VU. S. Ninth Army threw 
five divisions into its eastern 
push, led by the motorized 83rd 
Infantry Division, which broke 
into the province of Brunswick at 
a point less than 70 miles from 
the Elbe and 137 miles southwest 
of Berlin. 

The Ninth Army’s Fifth Ar-’ 
mored Division also broke loose 
north of the Second Armored Di- 
vision, which was erroneously re- 
ported to be 20 miles from Bruns- 
wick Sunday. It was the 83rd 
which was 20 miles from Bruns- 
wick. 

The U. S. First Army plunged 
nearly 20 miles eastward on the 
south flank of the Ninth Army to 
within 135 miles of the Reich’s 
capital. On its south flank, the 
U. S. Third Army moved its lines 
up to 128 miles from Berlin. 

The Canadian First Army join- 


Continued on Page 4, Column 4 
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NOTES OF OPPOSITION RISE AGAIN 


Churchill May Be Kicked Out 
When Germany Capitulates 


touched off a fiery political ex-¢ernment. 


LONDON, April 9.—()—Parlia-' 
ment returns from its Easter recess 
tomorrow amid growing indica- 
tions that Britain’s election truce 
will vanish with the defeat of Ger- 
many—if no sooner. 

While the country still is united 
behind Prime Minister Churchill 
as the national Wwar leader, a 
strong challenge to Churchill as 
the Conservatice domestic leader 
is crystallizing in the Laborite 
faction both in the house of com- 
mons and within the Prime Minis- 
ter’s coalition. 

Britain has not had a national 


a 


election in 10 years. Under the 
truce when vacancies occur in 
parliament the party holding the 
seat is allowed to fill it without 
opposition from any other major 
parties. The independents have 


change in provocative’ weeKend 
speeches, asserting that while he 
has pledged his loyalty to the 
prime minister “as a national 
leader, I have never given it to 
him as the leader of the Conserva- 
tive party.” 

Bevin blamed the Conservatives 
for failing to prepare for the de- 
fense of the country and called 
for a sweeping program of nation- 
alization of some key ‘industries 
like power, fuel and transport. 

Churchill has indicated clearly 
that he is prepared to carry on 
as the head of a postwar recon- 


struction government and has sug-, 
gested a continuation of the coali- 


tion even after the election. Bevin 
is the first key Laborite figure in 
the present cabinet to reject this | 


The party’s leadership, 
however, is not held unshakably 


by any single individual and both 
Bevin and Home Secretary Her- 
bert Morrison would have strong 
support for the top job. 

The election campaign already 
is beginning to take shape. In the 
present commons the Conserva- 
tives hold 379 seats and Laborites 
163, with® the remaining 73 di- 
vided mainly among Liberals and 
independents. 

The conservative London Sun- 
day Times contended that the is- 
sue would be whether to “dismiss 
Mr. Churchill to make room for 
Mr. Attlee.” 

The London Daily Herald, a la- 
bor organ, replied that the cam- 
paign should be one of principles 


turned the rescued crew to its own ship, which was restored 
to operation and sailed for port. 

U. S. planes and ships on Saturday thoroughly searched all 
areas where the three American destroyers were lost to Fri- 
day’s Japanese air attack without finding additional survivors. 


upset this procedure in a few in- 
stances, however. 

| Ernest Bevin, long time strong- 
man of the trade union movement 
and Churchill’s minister of labor, 


idea. 


‘rather than personalities and as- 


Less colorful Deputy Prime Min- | sailed what it called attempts to 


‘ister Clement R. Attlee, as the! cash in on the glamor attached 


present leader of the party, nor-| to Churchill as the nation’s 


war | 
mally would head any Labor gov- | leader. 
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Okinawa s 
Japs Hurl 
3 Attacks 


Two Repulsed as GIs 
Regain Hill; China Sea 
Raid Erases Nip Convoy 


By The Associatea Press. 

Under cover of the heaviest ar- 
tillery duel of the Pacific war, Jap- 
anese made three counterattacks 
yesterday on American positions 
in southern Okinawa. Two, by 50 
Nipponese each, were repulsed, but 
the third, by 150 enemy troops, 
was still engaging 24th Army 
Corps troops in fierce fighting, As- 
sociated Press Correspondent Rob- 
bin Coons reported from Okinawa. 

The infantry was held to small 
local gains all along the southern 
front, running from just north of 
the capital city, Naha, to Yona- 
baru on the east coast. However, 
the 184th regiment of the Seventh 
Division recaptured Red Hill, an 
east coast position which the Jap- 
anese had seized from the Ameri- 
cans in a bitter close range battle 
fought with tanks, bazookas, small 
arms and grenades. 

Coons reported the Japanese laid 
down a two-hour artillery bar- 
rage, indicative of the -up 
tempo of the battle. He re 
ported the Japanese are entrench- 
ed in depth along the southern 
front, in positions which they had 
been preparing for probably a 
year... 

BOMBERS HIT CONVOY 

Meanwhile, hard-hitting U. S. 
fliers from the Philippines, run- 
ning an aerial klockade of the 
China Sea, smashed a Japanese 
convoy off the coast of Asia, sink- 
ing by destroyer ahd freighter-trans- 
port. 

‘ Seven of ten Japanese planes 
were shot down during a night at- 
tack on the American invasion ar- 
mada off Okinawa. 

In the north the Marines held 
about half of the Motobu penin- 
sula, 

A Japanese imperial communi- 
que, broadc by Radio Tokyo, 
said American reinforcements 
were going into the Army drive 
southward on Okinawg but claim- 
ed that Nippdn troops were repuls- 

the Americans. 

okyo made a totally unconfirm- 
ed claim that 293 American ships 
have been blasted off Okinawa 
since D-Day. 

Wide-ranging American bombers 
from Philippine bases struck Jap- 
anese airdromes, shipping, supply, 
defense and fuel areas and troop 

Formosa to 
ed at Formo- 

west coast 


concentrations from 
Borneo. Big fires 
san airdromes and 
supply areas. 
oe 7 PUILIPPENES 

eavv mbers blockading the 
China Sea swept in on a Japanese 
convoy off Swatow, sinking a de- 
stroyer and an 8,000-ton freighter- 
transport and badly damaging a 
destroyer and one other ship. A 
harbor vessel was sunk at Hong- 
kong and six coastal vessels went 
— in the waters off Hainan is- 
and. 

Gen. MacArthur reported heavy 
air attacks throughout the Philip 
pines. The U. S. fliers hit Baguio 
and the Balete Pass sector, Negros, 
Cebu, Mindanao and Jolo islands. 

The highlight of Philippine 
ground action was in the n ern 
and central Luzon sectors where 
doughboys took heavy toll of Jap- 
ane&Se soldiers and material. 

The Chinese high command re- 

rted hard fighting in Honan and 

upeh provinces, where the Japa- 
nese objective appeared to be 
Shensi province. From the latter 
area they might launch a drive on 
Chungking or Sian. 

Two Japanese counterattacks 
were hurled back on the Honan- 
Shensi highway. The Chinese 
made some headway eastward on 
the Honan road 37 miles from the 
Shensi border. The Japanese re- 
sisted stubbornly in northwestern 
Honan.’ 

Fierce battles raged around Lao- 
hokow, former American air base 


Continued on Page 5, Column 4 


Fair and Warmer Today, 


Forecast for Atlanta 


“Fair and warmer, with tem- 
peratures ranging from 54 to 82 
degrees”—that is the weather fore- 
cast for the Atlanta area today, 
according to A. J. Knarr, forecast- 
‘r at the municipal airport. 

The high temperature yesterday 
was 75 deBrees at 4 p. m., and the 
low was 50 at 7 a. m 


* 
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18 More Georgians Die 
In Battle Action 


The Navy and War Departments have announced that 18 more 
Georgians are dead, 58 wounded and eight are prisoners in. Germany. 


In all cases, the nearest of kin 
have been previously notified and 
will be kept informed of any 
change in status. 


Navy Dead: 

l4. Felix H. Buvens, USMCR, 
husband of Mrs. Felix H. Buvens, 
of Rome, previously 
wounded. 


reported | 


of Mrs. Myrtle B. Ashworth, of 
Dalton, 
Pfc. Harold L. Bacon, son of 
Mrs. Julia S. Bacon, of Glennville. 
Pvt. Hoyal A. Bailey, husband of 
Mrs. Lillie S. Bailey, of Fitzgerald, 


Lt. Hoyt E. Barron, son of Wil-’ 


liam E£. Barron, of Rome. 
Pfc. Lewis H. Booker, husband 


Pfc. Bill M. Gerrald, USMCR, | °f Mrs. Frances W. Booker, of Ho- 
son of Mr. and Mrs. Fred E. Ger- | 8ansville. 


rald, of Brooklet. 


Pvt. John R. Harris, USMC, son | °! 


of Mrs. Myrtle H. Harris, of Beth- 
lehem. 

Lt. James E. Macken, USMC, 
son of Mrs. Katherine H. Macken, 
of Macon, 

Lt. Cmdr. Mercer Tharpe, USNR, 
of Mrs. Jane McMillan Tharpe, of 
74 Peachtree way and son of Mrs. 
Maud Matthews Tharpe, of Moul- 
trie. 


Navy, Wounded 


Seaman Edgar Grady Kimsey 
Jr.. USNR, son of Mr. and Mrs. 
Edgar Grady Kimsey Jr., of 
Clarksville. 


Army Dead, European: 
Pvt. Perron W. Butler, son of 
Mrs. Nancy Butler, of 826 Dixie 
avenue. 
Pvt. Charles J. Button, son of 
Mrs. Jesse Dutton, of Calhoun. 


i 
i 


| 


| 


| 
; 


Pfc. Jessie L. Bowman Jr., son 
Jessie L. Bowman, of Lafayette. 


Pvt. Luther H. Braswell, son of 
Mrs. Mamie W. Braswell, of Car- 
rolliton. 

Pvt. Walter M. Brooks Jr., son 
of Mrs. Maggie R. Brooks, of 
Adairsville. 

Pfc. Jack H. Burkhalter, hus- 
band of Mrs. Eris Virginia Burk- 
halter, of Claxton. 

Pvt. Palmer Cannon, son of Mrs. 
Zola M. Cannon, of 76 Esten street, 
southeast. 

Pvt. Albert L. Cantrell, son of 
Mrs. Ruth L. Cantrell, of Ellen- 
wood, ; 

Pfc. Joseph D. Carroll, husband 
of Mrs. Ruby T. Carroll, vf Odum. 


Pvt. Henry S. Cashwell, husband 
of Mrs. Dorothy A. Caskwell, of 
Valdosta. 

Pvt. George R. Cook, husband of 


Mrs. G. R. Cook, of Marietta. 


Pfc. Victor C. Corbin, son of 
Mrs. Sarah Corbin, of Buford. 
Pfc, James C. Crews, husband of 


Pic. Joe W. Haynie, son of Cliff! wire Vera E. Crews, of Alma. 


Haynie, of Braselton. 

Pfc. William S. Hubbard, son of 
Robert Lee Hubbard, of Carroll- 
ton. 

Pvt. Sanford D. Hufstetler, son 
of Mrs. Pearl T. Hufstetler, of Car- 
tersville. 

Pvt. John W. Jett, son of Mrs. 
Mary M. Jett, of Pitts. 

Maj. Randolph M. Jordan, son 
of Mrs. Louise Jordan, of Colum- 
bus. 

S. Set. Ernest B. Lanier, son of 
Mrs. Edna D. Lanier, of Rocky 


Ford. 

Cpl. Albert L. Thomas, 
Mrs. Florence L. Thomas, 
Greenwood avenue. 


Army Dead, Pacific: 


Pvt. Vestal E. Barber Jr., son 
of Mrs. Marguerite W. Barber, of 
Thomasville. 

, Pvt. Alonzo B. Brookins, hus- 
band of Mrs. Emma E. Brookins, 
of Dublin. 

Pfc. William W. Lee, son of Mrs. 
Ada G. Lee, of East Point. 

Pfc. Clarence R. Michael, son of 
Clifford C. Michael, of Winder. 


Army Wounded, Europe: 


Pvt. James F. Agan, husband of 
Mrs. Hazel A. Agan, of Rome. 

S. Sgt. Robert M. Agnew, son of 
Mrs. Dora Agnew, of Vienna. 

Pvt. Columbus E. Arnold, son of 
Mrs. Cora A. Arnold, of Odum, 

Pfc. Wendell L. Ashworth, son 


LOOK-GIRLS! 
FREE! LIMITED SUPPLY 


WHILE THEY LAST 


@ YOUR NAME ENGRAVED FREE on 
these beautiful BARRETTS — the latest 


Ces 


2 INCHES LONG 


of 544 


= gh mua 
-D. . This offer good for 
10 Sow only at this low price. ORDER 
TODAY! 


Forsyth Military Novelty Shop 


10 Forsyth Street, N. W. 
Atlanta, Georgia 


For DELICIOUS 
CANDIES — 


! 


| 
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Pfc. Joe A. David, son of Mrs. 
Helen H. D. Hendricks, of Bow- 
man. 

T. Sgt. Chester A. Derr, husband 
of Mrs. Sara Derr, of LaGrange. 

Lt. Duncan M. Emery, son of 
Brig. Gen. Ambrose R. Emery, of 
Macon. 

Sgt. Montgomery Fawcett, hus- 
band of Mrs. Elizabeth Fawcett, of 
505 North avenue. 

Lt. Francis E. Graf, brother of 
Fred W. Graf, of East Point. 

Pfc. George C, Hankey, husband 
of Mrs. Virginia L. Hankey, of 


Pfc. Philip J. Higdon,. son of 
W: G. Higdon, of Fortson. 

Pvt. Turner T. Hooker, son of 
Mrs. Minnie B. Hooker, of Hahira. 

Cpl, Evans C, Hunter Jr., son 
of Mrs. Alma J. Hunter, of Lyons. 

Cpl, Mack T. Jackson, son of 
Mrs. Minnie M, Jackson of Chats- 
worth, 

Pvt. Edward G. Kemp, son of 
Mrs, Eva M. Kemp, of Savannah. 

Pvt. Harold D. Kent, son of 
E. L. Henderson, of Macon, 

Pfc, Neal L. Kirby, husband of 
Mrs. Lois D. Kirby, of Calhoun. 

Pvt. James C. Mangrum, hus- 
band of Mrs. Margaret M. Man- 
grum, of West Point. 

Lt. Sterling R. Martin, husband 
of Mrs. Mabel L. Martin, of Ma- 


on. 
Pvt, Felton D. McCrary, son of 
Mrs. Bennie C. McCrary, Macon. 

Pfc. bert C, Murphy, son of 
Mrs, Georgia M. Murphy, Rome. 

T,. Set. Virgil Pressley, son of 
Mrs. Virgie S. Pressley, of La- 
Grange. . 

Pfc. Amos J. Quire, husband of 
Mrs. Mable M. Quire, of 749 Vir- 
ginia avenue, N., E. 

Capt. Dock K. Rachels, husband 
of Mrs. Clara L. Rachels, of Ma- 
con. 

Pvt. Joe H. Shaw Jr., son of 
Mrs. Ada B, Shaw, of Eatonton. 

Pfc, Dock J. Stokér, son of Mrs. 
Virginia G, Stoker, of Dallas. 

Pfc. John W. Strange, son of 
Mrs. Carrie W. Strange, of 
Waynesboro. 

Sgt. John H. Thomason, hus- 
band of Mrs. Helen M. Thomason, 
of Cairo. 

Pfc. Willis C. Trawick, husband 


THEY BATTLE DREADED 


‘t |MEAT 8 HOURS 


% ‘Hugh G. Head Jr. 
Appointed to 
City Legal Staff 


Constitution Staff Photo—H. J. Slayton 


FOE—Dr. Edward Looper, 


professor in the school of medicine, University of Mary- 
land, discusses plans for the Fifth District Cancer Society 
drive which will begin April 16, with, left, Mrs. Calhoun 


= torney Jack C. Savage. 


PORT TO FRONT 


WASHINGTON, April 9.— 
(P)—American troops in Ger- 
many are getting fresh meat. 
and dairy products within 
eight hours after the supplies 
are unloaded from ships at 
Antwerp. 

The War Department re- 
ported this today, saying re- 
frigerated trucks of the 36lst 
Refrigerator Truck Company, 


known as the “Penguin Fleet,” 
are doing the job. They pull 
up at the docks at Antwerp, 
load, and eight hours later ar- 
rive ut the front lines. 

“he trucks, each marked 
with a penguin holding pack- 
ages of meat, are “greeted by 
the troops with whoops of de- 
light,” th: department said. 


torney recently named by Savage | 
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Appointment of Hugh Garland | 
Head Jr., Atlanta attorney and 
former U. S, Army major, to mem. | 
bership on the city’s legal staff | 


has been announced by City At- | 


Head and Ralph Williams, at: | 


as an aide to the office, will at. | 
tempt to keep the city’s degal busi-| 


ness in order despite the fact that | 


the legal complement has been | 
reduced drastically because sev- | 
eral members of the staff have | 


ABSORBINE 
JR. 
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COLD wave fh 


Anacin Tablets 3° 19¢c 


Fr@@ZON@ cons sm 


Corns Size 


16c 
Epsom Salts ‘si: 9C 
Fletcher’s Castoria si. 31c 
Feenamint Laxative cis. 19¢c 
St. Joseph Aspirin 100’'s 35c 
Edwards’ Olive Tabs. 3. 28¢ 


Vimms (Family Size) 4.29 


McDougall, commander of the fifth district, and right, 
Mrs. Murdock Equen, Georgia state commander. 


of Mrs. Opal B. Trawick, of Ha- 
zlehurst. 

Cpl. Robert Vernon, brother of 
Mrs, Lillian Hirsch, of 811 Brook- 
ridge drive, N, E. 

S. Sgt. Gaines N. White, son 
of William D. White, of College 
Park. 

Cpl. Allie M. Wilder, husband 
of Mrs. Minnie R. Wilder, of 1041 
Hemphill avenue. 

Pvt. Roy Williford, son of Mrs. 
Sophie Williford, of Diffee. 

Pvt. James R. Wren, husband 


‘of Mrs. Mary S. Wren, of 1510 
| Murphy avenue, S, W. 


Army Wounded, Pacific: 

Pfc. Cohen E. Driggers, son of 
Mrs. Zeffie W. Driggers, of Stil- 
son. 

Pfc. Homer E. Hodges, son of 
Mrs. Rosie R. Hodges, of Talla- 
poosa. . 

Sgt. Albert V. Jones, son of Mrs. 
Josie L. Jones, of Ellijay. 

Lt. Jule Oakes, son of Mrs. 
Juwell H. Oakes, of Lawrence- 
ville. 

Lt. Elisha G. Sherrill, son of 
Elisha G. Sherrill Sr., of Macon. 

Pvt. Joseph A. Vaske, husband 
of Mrs. Dorothy C. Vaske, of 1118 
Lawson place, S. W. 

Pfc. Aaron P. Watts, son of 
Haywood Watts, of Concord. 

Pfc. Thomas H. White, son of 
Mrs. Elizabeth C. White, of Con- 
yers. 


Prisoners of War: 


Pvt. George T. Argo, husband of 
Mrs. Gladys C. Argo, of Royston. 

Pvt. Thomas A. Hudgens, son 
of Mrs. Sally B. Hudgens, of Co- 
lumbus. 

Pvt. Robert F. Stanford, hus- 
band of Mrs. Robert F. Stanford, 
of Gainesville. 

Pvt. Hurmon C. Terry, son of 
Mrs. Mary G. Terry, of Suwanee. 

Pvt, James E. Tranthem, son of 
James E. Tranthem, of Epworth. 

Sgt. Willie S. Varnadore, hus- 
band of Mrs. Mary Varnadore, of 
Baxley. 

Pvt. Bennett E. Wells, son of 
Mrs. Ethel J. Wells, of Doerun. 

Pfc. John R. White, husband of 
Mrs. Verna W. White, of 115 Par- 
ker street, N. W., Apt. 3. 


High Court Aids Philippines 
In Ruling on Its Shipments 


WASHINGTON, April 9.—(#)—The supreme court gave the war- 


stricken Philippines an economic boost today. 


It ruled that ship- 


ments from there are imports and thus exempt from state taxation. 


Justice Murphy, a former gov- 
ernor general of the islands, said 
in a concurring opinion that such 
a construction of the constitution 
conforms “to the national policy 
of aiding the Philippine recon- 
struction.” 

He added that “for the foresee- 
able future, at least, their econo- 
my must be closely linked to that 
of: the United States, without eith- 
er country abandoning or retreat- 
ing from the common ideal of in- 
dependence for the Philippines.” 

The islands, Murphy said, “can- 
not safely be thrown into the 
world market and left to shift for 
themselves.” 

Murphy observed that the rul- 
ing did not preclude congress 
from levying any tariff it feels 
necessary. 

The court prevented Ohio from 


levying a property tax on fibers | - 


brought from the islands, over- 


turning a decision by the state su- 


fect of the opinion is to give the 
products of Puerto Rico, Guam, 
the Canal Zone “and perhaps oth- 
er territories or possessions” con- 
siderable advantage over compet- 
ing products of the States. 

“It enables importers, whether 
for manufacture or sale, from 
these possessions to keep on hand, 
tax free, quantities of nontaxable 
original packages of imported 
goods such as clothing, embroid- 
eries, liquors, tobacco, sugars, 
vegetable oils and fibers,” Reed 
declared. 


Argentina Back 
In Family Again 


WASHINGTON, April 9.—(4)— 
Argentina was welcomed back 
into the American family of na- 


preme court in an appeal by Hoov-/| tions today, 13 months after she 
en & Allison Company, Xenia, O.| was excluded on the ground that 
Justice Reed, in a separate opin- | her government co-operated with 


ion, warned that the practical ef- 
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the Axis, 

The United States and 19 other 
American republics resumed what 
Secretary of State Stettinius call- 
ed “normal diplomatic relations.” 
This followed Argentina’s recent 
declgration of war on Germany 
and Japan and her adherence to 
the Inter-American agreements 
for security and co-operation in 
this hemisphere which were adopt- 


ed last month by the Mexico City | 


conference. 

For the United States this 
meant recognizing the regime of 
Gen. Edelmiro Farrell which came 
to power in March, 1944, and 
which the then secretary of state, 
Cordell Hull, declined to recog- 
nize on the charge that it was 


| 
| 
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Dr. Looper 
Addresses 
Cancer Group 


Many of the 150,000 Americans 
who died of malignant cancer in 
1944 might have been saved if the 
public had been educated as to 
the early symptoms and the prop- 
er treatment of the disease, second 
most widespread cause of death in 
this country. 

That statement holds the hope of 
saving thousands of lives with ed- 
ucation, said Dr. Edward A. Loop- 
er, nationally known authority on 
cancer of the tose and throat, at a 
Iuncheon yesterday which marked 
the opening of the Fifth District 
Cancer Society drive for funds to 
extend research and treatment. 
The drive for Fulton, DeKalb and 
Rockdale counties will begin 
April 16. 


“There is a lot we don’t know | 


about cancer,” continued Dr. Loop- 
er, “but we do know that it is not 
caused by germs or infection, that 
contagion or heredity are not fac- 
tors in it. Cancer is caused by 
‘outlaw’ cells, which disrupt the 
ordinary routine of their lives and 
that of the cells about them.” 
CITES EXAMPLE 

‘He used an example to explain 
the activities of cancerous cells. 
“The human body is composed of 
millions of cells, each an individ- 
ual with its own life processes. 
It is like a brick building, made 
up of thousands of separate bricks, 
arranged according to a pattern. 
Now, suppose a brick in the base- 
ment of the building broke away 
from its pattern. 
vaded 
spread upward even to the roof of 
the house. Its unorthodox be- 
havior would be typical of that of 
a cancer cel] in spreading through- 
out the human body.” 

“If we can catch those first can- 
cer cells and eliminate them, then 
the patient can be cured. And if 
the public knows what the first 
symptoms of cancer are, the pow- 
er of cancer as a killer will be 
substantially reduced,” he pointed 
out. 
$10,000 GOAL } 

The 200 volunteer workers who 
attended the luncheon were from 
the three counties which comprise 
the fifth district, commanded by 
Mrs. Calhoun McDougall. The goal 
for the local drive is $10,000 and 
$5,000,000 for the entire country. 

Officials have pointed out that 
last year the American people con- 
tributed only $750,000 to fight can- 
cer, yet campaigns to fight other 
diseases, which cannot be com- 
pared with cancer as killers, re- 
ceive $10,000,000 to $12,000,000. 

Termed a “Georgia boy who 
made good” by Dr. Calhoun Mce- 
Dougall in his introduction, Dr. 
Looper is a native of Silver City, 
Ga. Now a professor in the Uni- 
versity of Maryland school of med- 
icine, he has pioneepged in work 
with cancer of the Mrynx. 


Wounded, He Bails Out, 
Catches Train to Hospital 


AN EIGHTH AIR: FORCE STA- 
TION IN ENGLAND, April 9.— 
()—Burned severely by the acci- 
dental explosion of a smoke bomb 
in his Liberator, Sgt. Grever Lo- 
gan Jr., of Hattiesburg, Miss., bail- 
ed out over England so the plane 
would not have to abandon its mis- 
sion to return him to its base for 
medical treatment. 

Logan landed safely near a rail- 
way station in time to catch a 
train to a nearby civilian hospital. 
An ambulance took him to an 
American military hospital. 
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BOIL MISERY RELIEVED 


by the MOIST HEAT of 
ANTIPHLOGISTINE 


The moifst heat of an 

BOILS ANT STINE 

a poultice goes two im- 
nt things: 

SIMPLE ne=helps ease the 


SPRAIN, BRUISE pain and soreness. Two— 
SORE MUSCLES helps soften the boil. 


joined the service. 

Both will devote as much time 
as possible from their private prac- 
tice to the city, and the combined 
salaries of each will not exceed 
appropriations already set up by 
the mayor and couricil, Savage 
said. 

Head was born in Atlanta Dec. 
3, 1905. attended public 
versity of Georgia Evening schools, 
Northwestern and Temple univer- 
sities, and studied at Oxford Uni- 
versity, England. He spent 28 
months in the armed forces, sé@TV- 
ing mostly in England and France. 
He was discharged Jan, 12, 1045, 
and returned to Atlanta to resume 
the practice of law. 


LaGrange Vet To Speak 


Sgt. Alpin Hendricks, of La- 
Grange, wounded in combat in the 
infantry in France and a holder 
of the Purple Heart, will address 
Fulton County Post 134, American 
Legion, at 6:30 p. m. Thursday at 
the Georgian Terrace hotel, Edwin 
A. Clement, adjutant, has an- 
nounced. 
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No More Dyeing? 


Science's startling new Vitamins for 
restoring natural color to gray hair can 
now be had as Nix Vitamins. No more 
dangerous hair dyeing. These Vitamins 

escribed by national magazine o> 
harmless anti-gray hair Vitam 


Suppose it in-|1 ® day until graying stops and hair 
unprotected territory and | 


as 

pl 

substance to your system. Simply take 

color returns thru roots. Age 22 
ime. 


up. 
Don't look old before your 
Nix Vitamin tablets today. Don’t wai 
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ENVIOUS OF 
someone else’s pep? 


Don’t be! Simply fortify your 
self against fatigue—against that 
constant tired out feeling! Remem- 
ber this—if you're worn out, and 
there’s nothing else wrong, this 


enough of the vitamins and min- 
| and vitality! If that’s true, 
| Vitawine without delay! 

potent tonic. It contains 6 times 
the adult minimum daily require 
ment—l1 times the iron—plus 
other vitamins and minerals, It's 
scientifically and specifically for- 
mulated as a real aid to nature in 
rebuilding and maintajning pep, 
strength and energy when you're 
not getting enough of the “energy” 
vitamins and minerals this potent 


| 


| 
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indicates you may not be getting | 


| erals required to maintain vigor | 


ry 


Vitawine is a palatable, super | 


CHARMKURL 


SUPREME 


COLD WAVE 


Each Charm Kurl SUPREME 
COLD WAVE kit is complete. 
Cofttains 3 full punces of salon- 
type solution; prepared espe- 
cially for home use; 60 curlers, 
60 end tissues. Cotton applica- 
tor, neutralizer and 

illustrated instruc- 398° 
tion. 
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Shaving 50c 
Lotion Size 


$1.00 
Size 


39c 
89c 


Carold & Bile 33 3. 44c 


5. 5. 5. 
TONIC 


99° 
$1.25 Size 7 09 


MURINE (For the Eyes) s« size 


43° 


NEURABALM 


13° 


4-oz. Size 


UPJOHN’S UNICAPS 20: 


6.63 


MOTH BALLS 


eh 


1-Lb. 


MINERAL OIL (Heavy) vsr.:e 23° 


PHILLIPS’ MILK MAG, *- sie 21° 


JACOBS LAXATIVE SALTS _ 39 


ALKA-SELTZER 


60c Size 


49° 
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35c Size 
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10c 
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Customer 


YANKEE 


iTS 
BRAND 


Big Baby Bargain! 


75c Size 


34 


SPECIAL 


rene 


SHAMPOO 


Full quart (32 oz.) of 
Johnson’s 


ee BABY OIL 


PLUS TAX 
Two handy 
pint pkgs. 
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Cream - Oil 


Takes 3 Minutes 


Just apply fast new Nix Liquid. Light- 
at once. No greaee for clothes or 
illlows.. Use any time. Nix Liquid tven- 
smoothly lightens skin.in 3 minutes 

le active i jent wor be- 
Re moves neath. Also acts as greaseless 
. Helps et up surface pimples. 

loosen blackheads, fade freckles. To 


loose 
dandruff. ighten skin. No waiting. You'll be 
amazed guarantee Nix. 


. Druggists 
13° 49¢ 


Grooms 
the hair. 
R e lie ves 
dryness. 


CREAM-OIL 


FORRAULA 


tonic contains, So—try this super 
potent tonic! It may give results | 
when many others fail. 
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OOTHERN FEDERAL 
IVINGS AND LOAN ASSOCIATION 


Assets Over $4,475,000.00 


John L. Conner, President 
Ground Floor Hurt Bldg. MA. 1935-6 


Established 1936 
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BATH POWDER 
$ 1 00 


Pius Tax 


To give employment and to get 
employment ...a Want Ad in 
The Constitution equally effective 
in both cases. 
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working against the interests of se ANTIPHLOGISTINE 
2 
the Allied cause. SIMPLE should applied as a 
poultice just hot enough 
CHEST COLD ae Po Sommsyesene- cue 
SORE ROA ts mote eat go 
nel 4 idhediae costhins 
oll—bringing soothing 
IRRITATION relief and comfort. Does 
| good, feels good. 

ge hae RES ae RT re eA: The moist heat of an ANTIPHLOGISTINE 
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NO ASPIRIN FASTER | Peeling duc to's simple sprain of bruise 
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se largest seller at 10c. 100 tablets, apuests savenees er ~ c post ectd, Brome 
35e. - rritation an simple sore throat. 
| cent. Always ask Yor Bt Jecegh Anyi, | Get ANTIPHLOGISTINE (Aunty Flo) new. 
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FROM RATS, HORSEMEAT 


1,500 Gaunt Gls Home 


To Tell Foul Tales |? 


BOSTON, April 9.—(UP)—The first group of American soldiers 
to reach the United States after their liberation from German prison 
camps today described pitiful months of near-starvation and foul 
living conditions under Nazi guards. 


Gaunt and weary, some 1,500 
soldiers arrived aboard an Army 
troop transport cheering wildly as 
they caught their first glimyse of 
American soil in the twilight of a 
mild spring evening. The same 
ship brought home 3,000 soldiers 
on rotation furloughs. 

The former war prisoners mill- 
ed excitedly around newsmen— 
the first American civilians they 
had seen in nearly three years— 
who boarded the ship shortly after 
it docked. 

“It may sound corny, but the 
first thing I’m going to do when I 
get off this tug is to fall down and 
kiss good old American ground,” 

George F. McNeil, of 


July. 
HORSE-MEAT BROTH 

McNeil, like the majority of the 
other prisoners, was interned at 
Stalag III, situated on the Oder 
river some 67 miles east of Berlin. 
Some of the men escaped to the 
Russian lines while others were 
freed by advancing Soviet tank 
units the latter part of January. 

The soldiers told of deplorable 
living conditions in the rat-infest- 
ed camps where the daily food ra- 
tion consisted of a bowl of weak 
horsemeat broth and two slices 
of mouldy black bread. 

“Tf it weren't for the Red Cross 
parcels we got, we probably would 
have starved,” said Cpl. Joseph 
DeCocco, of Schenectady, N. Y., 
who served as a camp cook. 

DeCocco, imprisoned for five 
months after his capture in 
France, said the horsemeat used 
for soup “generally was rotten. 
Once when we got some peas and 
beans, they were full of bugs, but 
I had to cook them or be punish- 
ed.” DeCocco added. 

WORSE THAN DOGS 

He said 40 men slept in small 
shacks and that drinking water 
was drawn from a spring situated 


b—-+4 
and treated us worse than dogs,” 
De\Cocco, a former garage me 
chanic, said. 

Set. Cecil Hutt, of Broken Bow, 
Neb.. a rancher in civilian life, 
said he lost nearly 40 pounds in 
eight months of internment. A 
paratrooper, Hutt landed in France 
five hours before H-Hour on D- 
Day and was captured at daybreak 
after being wounded in the leg. 
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ALL WORK GUARANTEED 
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Doctor’s Efforts Are 
Often Handicapped 


By H. C. NAYLOR, Pree 
Lane Drug Stores, inc. 


Sometimes the doctor's ef- 
forts are seriously handicapped 
by voluntary advice of those 
who can cite instances where 
such and such a specific work- 
ed wonders for their friends. 

Perhaps it did, but that case 
may not actually resemble 
yours in any degree. Only a 
trained doctor can know what 
your constitution can stand, 
how your very mental proc- 
esses work, and what your in- 
dividual needs may be. * 

By all means, protect the 
doctor from misuse of his time 
and energies. But do not hesi- 
tate to refer to him those 
symptoms which demand in- 
stant attention and great skill 
in handling. ° 

Medication is always impor- 
tant. It must be prescribed by 
a physician, it must be com- 
pounded by a competent drug- 
gist. (c) 


_ treated by a French physi- 
c 
terned at Stalag ITI. 


and two months leter in- s 


prisoners first learned of ta 


The 
the approach of the Russian armies 


via ‘the ever-active camp grape- a 


vine. At Stalag III the prisoners 
were awakened at 4 a. m. the 
morning of last Jan, 31. 

Sgt. John Kruper, of Pittsburgh, 
said the men heard gunfire and 


realized the Russians were near.| . 


They staged a sit-down strike and 
refused to comply with Nazi evac- 
uation orders. As the Russian 
tanks entered the camp, the Nazis 
fled, leaving most of the prisoners 


trains which, unknown to them, 
had American war prisoners 
aboard was described by Cpl. Jo- 
seph Feminella, of Brooklyn, N. Y. 
Feminella said 50 or 60 men were 
locked in box cars which normal- 
ly accommodated 25 men and 
transported across France to the 
prison camps. 

Lt. Myrl J. Hodson, of Kansas 
City, Mo., interned at Oflag 64, 
said that books were supplied by 
the relief agencies but the only 
“news” came from Nasi propagan- 
da newspapers. 

After debarking in Boston, th 
freed prisoners were transpo 
by train to Camp Myles Standish, 
where they will be processed an 
furloughed. Shortly after they ar- 
rived at the camp, Brig. Gen. Cal- 
vin De Witt Jr., commanding gen- 
eral of the Boston Port of Em- 
barkation, welcomed them home 
in behalf of Gen. George C. Mar- 
shall, Army chief of staff. 


Moonshine Boom 
Leads Cook To 
shift Lineup 

State Revenue Commissioner J. 
Eugene Cook has reorgariized his 
department’s alcohol tax unit to 
better “combat the sale of moon- 
shine liquor.” 

In announcing the reorganiza- 
tion yesterday, Cook said he had 
promoted T. M. Price and T. L. 
Carroll to assistant field super- 
visors—one to be assigned to north 
Georgia and the other to south 
a 

. Elton Bishop, field supervisor, 
will be in active tharge of all field 
agents, and C. A. Gillespie will re- 
main as director of the alcoho! tax 
unit. 

“The change in organization of 
the unit,” Cook said, “was ren- 
dered necessary by changes in con- 
ditions surrounding enforcement. 
The unit has 60 field men to patrol 
900 retail stores licensed in Geor- 
gia and to assist local officials in 
combatting moonshine distilleries. 

“The wartime scarcity of legally 
produced whisky,” Cook contin- 
ued, “has caused a boom in moon- 


"| Shining and the unit has been cal]. 


ed upon by an increasing number 
of local sheriffs for assistance.” 

Meanwhile, Cook announced 
that state and federal men seized 
194 stills in Georgia last month, 
during which 32 retail liquor 1i- 
censes were issued, one wholesale 
liquor license and one distiller’s 
license. 


Bradley Bags 
Million Nazis 


PARIS, April 9.—(#)—Gen. 
Bradley’s 12th Army group has 


captured more than a million Ger- 


' 


| 


mans on the western front. 

Lt. Gen. Patton’s Third Army 
leads with 418,501. Lt. Gen. 
Hodges’ First Army, two months 
older, has taken 405,703, and the 
Ninth Army of Lt. Gen. Simpson 
has bagged 182,162 for a combined 
total of 1,006,366. 


Duchy Lines Restored 


WASHINGTON, April 9.—(/)— 
The Treasury announced today 
restoration of commercial and bus- 
iness communications with Luxem- 
bourg. 


= —> 


MODERN 
MORTGAGE 
LOANS 


@ Whether buying a home 
or refinancing — arrange 
your mortgage loan here... 
monthly rent-like payments 
tailored to your income. 
Deal with local people who 
understand local problems. 


FULTON COUNTY FEDERAL SAVINGS & LOAN ASS'N 
Ground Fioor Trust Co. of Ga. Bidg., Atlanta 


WILLIAM M. SCURRY, President 
Current Rate 3% on Savings 
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Doctors Way to Relieve 


CONSTIPATION 
| Pele Net So ob! 


Produces More ‘Natural Like’ 

Bowel Movements 
Ir feel half-alive, mentally 
a have headaches, upset stom- 
ach with gas, ae Be to 
constipation—don't harsh, 
Diasting laxatives which often 
tee leave you so weak. 

. try this Physician's 
own purely vegetable formula— 
Dr. Edwards’ Olive Tablets! 

Olive Tablets work so gently— 
so mildly. Yet see if they don’t 
give you the most thorough, com- 
fortable and more natural-like 


bowel movements you've ever had, 
No griping or weakening effects. 
Just complete satisfaction! So 
take Olive Tablets tonight to feel 
bright as a dollar tomorrow. Caue 
tion: use as directed. 15¢, 30¢, 60¢. 


_DR.EDWARDS'O4ve ibis, 


‘ 
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JENNIE ERLE COX 
The “King’s” Ambassador 


COTTON MAID HERE 
Regal in Lint, 

- Every Stitch 

Home Sewn 


By JOY BARNETT. 


Jennie Erle Cox, 19-year-old 
Mississippian who is the 1945 Maid 
of Cotton, is in Atlanta sporting a 
jaunty wardrobe, composed of cot- 
ton dresses, hats, bags and even 
shoes, and thankful for the warm 
weather she found on arriving 
here yesterday. 

Chosen from 200 girls from the 
17 cotton-growing states at a con- 
test held in Memphis early in Feb- 
ruary, Jennie Erle has short, curly 
brown hair and soft blue eyes. 
Since 73 per cent of all cotton re- 
quires war priorities, she is stress- 
ing the conservation of precious 
cotton clothes. 

The Atlantans who gather at 
tea time at Rich’s tomorrow after- 
noon to see Jennie Erle model her 
smart cottons can blame no one 
but themselves if they are just a 
little envious, for every piece of 
her wardrobe ig home sewn ,.. 
from patterns. 
30,000-MILE TOUR 

Atlanta is just one stop on her 
30,000-mile tour of the nation as 
ambassador of King Cotton. She 
has sold $300,000 worth of war 
bonds since she and Miss Bonnie 
Beth Byler, her manager, began 
their swing of stops a month ago. 
In addition to modeling and selling 
war bonds, the soft-spoken maid 
is visiting military camps and gen- 
eral hospitals, extending the greet- 
ings of the whole cotton industry 
to public officials. In connection 
with the latter, she spent yester- 
day afternoon at the state capitol, 
and M, E. Thompson, Gov. Arnall’s 
secretary, showed her around in 
the absence of the governor. 

Along with Jennie Erle is Miss 
Clara Ferguson, a fashionist who 
advises the ladies how to keep 
their cottons looking fresh and 
new despite the scarcity of that 
material. According to recent fig- 
ures, milady will have fewer cot- 
ton dresses in her clothes closet 
this year than any year since the 
War Between the States. 
COLLEGE SENIOR 

Born in West Point, Miss., Jen- 
nie Erle was a senior at Stephens 
College, Columbia, Mo., when she 
was elected “Maid of Cotton.” 
Now her classmates, impressed by 
the honor, have tacked a sign up 
on her old room at the school 
which reads, “Jennie Erle Cox 
Slept Here.” She will finish her 
course in aviation personnel and 
business at Stephens when she 
completes her ambassadorial du- 
ties. “No, I haven’t learned to 
fly, but I’ve taken a lot of ground 
training and I hope to use it in 
airline personnel work when I 
graduate.” 

‘Side by side in her all-cotton 
display are eyelet evening gowns, 
gingham two-piece town frocks, 
date dresses in sophisticated black, 
corduroy (yes, it’s cotton, too), 
Suits, cotton twill and gabardine 


books and raincoats. 

Today she will appear at the 
Kiwanis club luncheon at 12:30 
p. m, at the Ansley hotel, and at 
Lawson General Hospital. From 
Atlanta she will go to Char- 
lotte, N. C. 


TS 


Circus Parade in N. Y. 


First Time in 19 Years 


NEW YORK, April 9.—(»—~ 
New York city’s first Bsa gs 
rmale in 19 years today launched 
the advance pay roll savings cam- 
paign, first phase of the Seventh 
War Loan drive. 

Three blaring bands set the 
tempo for 12 elephants and pranc- 


jing horses leading cages of ani- 


mals from Ringling Brothers & 
Barnum & Bailey Circus. 

Clowns and aerial artists in 
glittering costume rode the gayly 
painted wagons and _ chariots 
whose sides bore the message 
“Buy Extra War Bonds—Pay Roll 
Savings.” 


Michigan Pledges 


Paula Zerman, of 1290 Pasa- 
dena avenue, and Brena Feldman, 
of 1148 Springdale, have pledged 
to the Alpha Epsilon Phi sorority 
and Barbara Gray, of 7 Harris 
street, has pledged Kappa Delta, 
at the University of Michigan, it 
has be@én announced. 


shoes, cotton hats, gloves, pocket- | 


20,000 IN-LAWS 
British GI 
Wives Win 


¥ | U.S.Voyages 


LONDON, April 9.—(#)—The 
British wives of American sol- 
diers are receiving free transpor- 


‘| tation to the United States, and 


about 20,000 of them are eligible 
for the trip. 

Maj. G. R. McLaughlin, assist- 
ant adjutant general in charge of 
the return-of-dependents' section 
of the U. S. Army European the- 


| ater of operations, said “some 200 


already have made the Atlantic 
crossing. About 20,000 of them 
are eligible.” 

All expenses are paid from the 
travelers’ doorstep to destination, 
with exception of subsistence, 
which costs the brides an esti- 
mated dollar a day, the major 
said. Their children also are 
transported free. 


Louisiana F ights 
Rampant River 
Against Big Odds 


NEW ORLEANS, April 9.—() 
Crews battled valiantly along Red 
river in Louisiana today to save 
soggy levees.from an all-time rec- 
ord flood on that stream and in 
some cases won a temporary vic- 
tory against heavy odds. 

Joining in the fight were sol- 
diers, German prisoners of war 
and civilian workers. by the thou- 
sands. Levees were planked and 
sacked and weak spots repaired 
as the flood crest moved from 
the Shreveport area down toward 
Alexandria in central Louisiana. 

New Red Cross estimates today 
listed 8,737 families evacuated in 
Red river valley and 1,000,213 
acres of land inundated. 

The government engineers re- 
ported that no serious trouble had 
developed on the main levee sys- 
tem of the Mississippi river, with 
the flood crest passing Green- 
ville, Miss. 

The engineers said plans for 
opening the Morganza spillway in 
Louisiana were still held in abey- 
ance, since Brig. Gen. Max C. 
‘Tyler, of the Mississippi River 
Commission, announced yesterday 
that its operation was not deemed 
necessary under the present crest 
forecast. 

Gen. Tyler pointed out that the 
crest of the combined flood of the 
Mississippi, the Red and the 
Ouachita rivers was predicted to 
gauge 55.5 feet April 20 at Red 
River. Landing, the same stage as 
shown in the high water of 1937. 

Red River Landing is located 
just below the juncture of the 
Mississippi and the Red. Flood 
stage is 45 feet. 

The predicted crest at Red Riv- 
er Landing is about two feet be- 
low that of the great flood of 
1927 at Angola, La., on the oppo- 
site side of the Mississippi from 
Red River Landing, when 57.45 
feet was measured. 


Prober Hints 
‘Embarrassing 
Vet Report 


NEW ORLEANS, ‘April 9.—(?) 
Rep. James Domengeaux asserted 
here today that the report of the 
House Committee on Veteran Leg- 
islation would make some “embar- 
rassing disclosures.” 

Domengeaux, who is a member 
of the committee, said he was not 
at liberty’ to divulge the commit- 
tee’s finding but added that he 
had visited veterans’ facilities in 
North Carolina, South Carolina, 
Alabama and Mississippi. 


‘ 


Yaarab Temple's Guests 


A delegation of Shriners from 
Savannah, Macon, Birmingham 
and Charlotte, will visit the At- 
lanta Yaarab Temple Shriners at 
7:30 p. m. today at the audito- 
rium, when a class of candidates 
will be initiated, Ben Holtzendorf, 
illustrious potentate, has  an- 
nounced. 


—— DENTIST 


DR. |. G. LOCKETT 


11312 Alabama St. 
Hours: 8 to 6 


WA, 1612 


CONSTIPATED? 
Need Diet-Bulk ? 


Many people nowadays find 
themselves getting constipated, 
because they don't get enough 
bulky food with their meais. 

If this ie true im your casa, 
otder Nabisco 100% Bran taday 
from your food store and try it 
You'll be -relieved to discover 
how pleasant its flawor...how 
gentle its action. 

Bran particles are smaiier ... 
less likely to be irritating... be- 
cause Nabisco 100% Bran 
finer-milled. 

Remember, too...it contains 
the nutritive qualities of the 
whole bran...important Vitamia 


In the April Issue of 


See this striking Capri original advertised by Davicon’s in the 


April Harper’s Bazaar. Come choose it in our Georgian Reom. ~ 


Your perfect jewel of a black outfit in Onondaga 
shantung with polka det scarf at belt. Sizes 10 te 20. 39.98. 


Bavtson’s own version of the Polka Dot Hat in Millinery Salon, Third Fleer. 


Capri originals in Davison’s Georgian Room, Third Floor 


Davisons: 
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159 Nazi Planes Destroyed, 
Bringing 3-Day Toll to 351 


LONDON, Tuesday, 10.- 
Jeast 159 enemy aircraft 
bombers and fighters pounded 
Munich and the RAF dropped 


U-boat shelters at Hamburg. 


CutLendLease 
On VE Day, 
Asks Tait Bill 


WASHINGTON, April 9.—(UP 
Sen. Taft, Republican, Ohio, today 
introduced legislation which would 
automatically cut off the export of 
lend lease goods as soon as the Eu- 
ropean war ends, regardless of 
prior commiyments. 

He charged that as it stands the 
lend-lease act contains a loophole 
which would permit the govern. 
ment to underwrite billions of 
lend-lease loans after the war 
against the express intent of con- 
gress. 

He introduced his measure as 
an amendment to a house bill ex- 
tending the lend-lease act until 
June 30, 1946, and giving the gov- 
ernment until July, 1949, to set- 
tie contracts. 


April 


as 


Dr. Drewry Presents 
LaGuardia Medal 


NEW YORK, April 9.—(?)-— 
Mayor LaGuardia today received 
the. Peabody silver medal of the 
National Association of Broadcas- 
ters for his “fearless approach to 
civic probiems” in his weekly ra- 
dio talks to the city’s residents 
over municipal station WNYC, 

The citation was presented by 
John E. Drewry, dean of the Uni- 
versity of Georgia's Henry Grady 
Schoo! of Journalism. 

The presentation was the fifth 
gince the inception of the awards 
Six years ago. 

Prompt action is necessary in 
replving to the attractive offers in 
The Constitution Want Ads. 
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Washable Cloth 


WINDOW SHADES 


19) 


"ww 6.Fe, 
Cheice of 
Colores 
Good Spring 
Roller 


VENETIAN BLINDS 
Size 36x64 $795 


(Also special 
erder Biindse— 
any exe.) 


the day's score after 
airfields 
its 


) 


escort 


(P\—Allied planes chalked up at 
American heavy 
between Hannover and 
tremendous ll-ton bombs on 
4 

The German air force made lit- 
tle effort to interfere with the 
yreat armadas of Allied bomb- 
ers sweeping over the Reich yes- 
terday, and consequently scores 
of enemy planes were caught 
parked on the ground, when Al- 
lied fighters and fighter-bombers 
dropped down in strafing romps. 

These successes brought the 
three-day cost to the German air 
force to at least 351 planes. 

Another bitter day for the Luft- 
waffe was no sooner ended than 
the German radio began flashing 
new warnings of bomber forma- | 
tions attacking the Reich by night. | 
The frequency of the warnings 
indicated the RAF was out again | 
in force. 

Nearly half of the enemy planes 
destroyed yesterday were shot up 
along a superhighway near Mu- 
nich. Two alert Mustang pilots, 
chasing a jet-propelled German 
fighter at low altitude, spotted 
scores of Nazi planes parked 
among trees.beside the autobahn, 
which was being used as a hom- 
ing strip, and soon other swarms | 
of American Mustangs rallied for | 
the kill. | 


The Mustangs were part of an 
of 750 fighters which ac- 
companied more than 1,250 Eighth 
Air Force heavy bombers in as- 
saults on 10 German airfields and. 
two military depots in the Munich) 
area. They destroyed at least 83) 
of the enemy’s hoarded planes, 13) 
of them the fast jet-propeiled 
model, 
Only onesformation of For- 
tresses was molested in the air, 
four jets making an attack, One 
of the enemy was shot down. 
Returning pilots said an area 
60 miles square arogwnd Munich 
was a mass of flames after the 
heavy bombers dumped 3,500 tons 
of high explosives and fragmenta- | 
tion bombs on their targets. | 


Fighter-bombers of the U. 5S. 
Ninth Air Force, making more 
than 1,000 sorties from their bases | 
on the continent for a loss of only 
one plane, wrecked 66 German 
planes and damaged 42 others on | 


airfields at Celle, 20 miles north- 


east of Hannover, and on five 
fields within 10 miles of Erfurt 
and Weimar. 


Another parked plane was biast- 
ed at Madgeburg and four Messer- | 
schimitt 1098 were shot down in| 
combat north of Bayreuth, near 
the Czechoslocak border, 

Another jet wus downed by me- 
dium and light bombers making 
7U0U sorties against railyards, stor- 
uge depots and an oil refinery 
in the Erfurt area. One bomber 
was lost to a jet attack. 

Three jets were knocked out 
of the skies by Polish Mustangs 
covering the RAF Lancaster bomb. 
ers which rocked the thick-shelled 
U-boat »ens at Hamburg with both 
ll-ton “Volcano” and six-ton 
“Earthquake” bombs.” 
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No debate necessary to prove 
the value of Constitution Want 
Ads. Phone WA, 6565. 


Hardy Ornamental Evergreen 


Grows From 15-20 Ft.! 


y 


sand” | 


wid 


An evergreen of exceptional beauty and foliage! Hardy, 


thrives very well in Southern 
throughout the winter months. 


is widely used because of its dense vertically arranged 
foliage. Will grow to be 15 to 20 feet tall. Lovely for land- 
scaping the lawn or to be used for a hedge or screen in 


the garden. 


No Mail Orders, Please 


Ponce de Leon Ave. 


DEPENDABLE 

SUPPLIES FOR BETTER 

GARDENS, ORCHARDS AND 
BEAUTIFUL GROUNDS 
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'rines, 
Japanese navy is now carrying out 


only 
the 


swmmem | NAZI RING BROKEN 
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Constitution Staff Photos 


HEADED FOR EUROPE—Are these little men as the¥ pose for these V-Mail pictures 
to their dads. Murray J. Solomon is two years old (left). 
mon, in France, will get his photo of him and mom, formerly Ida Katz, of 828 Parkway 


drive, N. E. 


visit his dad, Pfc. George C. Jennings, stationed 


in 


His daddy, Pfc. Harry Solo- 


Five-month-old Larry Eugene (right) will go by V-Mail to England to 
England, 


Mother is the former 


Bonnie Fay Gaydon, of Austell. Both daddies will be pleased. 


ATLANTA HERQ RISKS LIFE TO SAVE 
BRIDGE FOR 9TH ARMY'S CROSSING 


By WES GALLAGHER, 


Nip Fleet Gets 


‘Suicide Order 


WASHINGTON, April 9.—(UP) 
Tokyo indicated today that the 
Japanese ‘navy and air force were 
now committed to “suicide at- 
tacks” against the U. S. Navy and 
said the 45,000-ton battleship 
Yamato—sunk last week by Amer- 
ican Navy planes—was engaged in 
such an attack precipitated by the 
desperateness of the position on 
Okinawa, 

A Japanese Domei agency dis- 
patch from “a Japanese naval 
base,” admitting loss of the super- 
battleship, a cruiser and three de- 
stroyers, said the ships were units 
of a,“‘special attack corps’’—a term 
used by the Japanese to designate 
armed forces committed to suicide 
missions. 

“This means,” Domei said, “that 
not only the air force and subma- 
but every branch of the 
special attacks.” 

Domei, quoting 
Asahi, said that 
these vessels in 


in 
of 


an editorial 
participation 
such attacks not 
points.to the seriousness of 
decisive battle now being 
fought in the Okinawa sector, but 
has shown the entire JapanéSe na- 
tion that the Japanese armed 
forces are now the incarnation of 
the special attack spirit.’ 


3-Cent Beer Tax 
Sought in Florida 


TALLAHASSEE, Fla., April 9. 


| ()—Gov,. Caldwell today sent his 


proposed three cents a bottle beer 
tax bill to the legislature for con- 


| sideration. 


The bill simply changes the 
p-esent beverage law to provide 
a three-cents per pint bottle tax 
on beer instead of the 7-8ths cent 
levy now in effect, and provides 
for proportionate increases in the 
levy on beer sold in quart botiles 
and barrels. Caldwell estimates it 
will produce an additional $6,000.- 
000 a year. 


‘Damages Held. Possible 
In Overtime Pay Pacts 


WASHINGTON, April 9.—(UP) 
The supreme court ruled today 
that an employe may collect dam- 
ages equal to back overtime puy 
dug him even though he has made 
a separate settlement with his 


employer for less, 


The court upheld a clause of 
the wage-hour law requiring so- 
called liquidated damages to be 
paid as a penalty by employers 
who violate minimum wage or 
overtime regulations. 
two cases that employer-employe 


prevent an employe from collect- 
ing full damage plus back pay. 


climate and remains green 
It is an attractive tree and 


THE WEATHER © 


ATLANTA-—One year ago today (April 
11, 1944)—High 75, tow 62. 


LOCAL WEATHER REPORT 
(Based on observations at the 
Muniaipal Airport) 
Highest temperature 
Lowest temperature 
Mean temperature 
Rainfall in past 24 hours 
Rainfall since first of month 
Excess since first of month 
Rainfall since Jan. 1 
Deficiency since Jan. 1 


.09 
13.23 


SUN AND MOON FOR TODAY 
Sun rises 6:13 a. m.: sets, 7:05 p! m. 
Moon rises 5:20 a. m.; sets, 5:08 p. m. 


GEORGIA—Fair and warmer today; to- 
morrow, partly cloudy and continued 
warm. 


WASHINGTON, April 10.—Weather bu- 
reau report of temperature for the 24 
hours ending 8 p. m. in the principal 
cotton growing ereas and elsewhere: 

STATIONS... High Low 
Asheville 38 
Atianta City 
Birmingham 
Boston 
Chicago 
Cleveland 
Detroit 
Duluth 
Fort Worth 
Jacksonville 
Kansas City 
Loutsvilie 
Memphis 
Meridian 
Miami 
Mobile 
New Orleans 
New York 
Savannah 
Washington 


| f 


rom loss of 


Girlst Women! Tf you lose so much dur- 
ing monthly periods that you feel weak, 
“dragged out’—this may be due to low 
blood iron. So try Lydia E. Pinkham’s 
TABLETS—oOne Of the best home ways to 
help build up red blood in such cases. 
Pinkham’'s Tablets are one of the great- 
est blood-iron -tonica you can buy. 
Follow label directions. 


; 


— | est 


| 


| 


| 


' 


It held. in| 


| agreements to the contrary do not! gian plain, edged 


“fought 


WITH THE U. S. ARMY 


IN GERMANY, April 9.—(4)— 


Because an Atlanta sergeant thought, more of his duty than he 
did of his life, the Ninth Army drove unhampered across the 


Leine river toward Berlin. 


* 


The advance of the Second Armored Division and attached 
doughboys of the 30th Infantry Division placed the Ninth Army 
spearhead less than 130 miles from Berlin today, at Sarstedt - 


and Hildesheim. 


A sergeant from the 30th, riding a 
saw a wisp of smoke curl from a pier on the 
of the Leine bridges south of Sarstedt. 


Second Armored tank, 


approach of ony 


Realizing the smoke came from a German fuse and that the 
bridge was about to be blown up, the sergeant rushed forward 
and tore out the burning ‘fuse with his bare hands. 

It was attached to 1,200 pounds of explosive, and the fuse 
had burned so near the charge that a detonating cap exploded 


in his hands. 


The explosion blew off two of his fingers, and for this 


reason under censorship rules 
the moment. 


The sergeant’s act allowed 


he must remain nameless for 


the combat command to rush 


forward across the bridge unhampered, forcing a general Ger- 
man withdrawal to the south, with the result the Second Ar- 
mored’s other commands found several more bridges intact and 
passed rapidly over to invest them and take Hildesheim early 


Sunday. 


— - 


WEST FRONT 


Continued From First Page 


ed up with Allied First Airborne 
Army forces, split the lines of 
two German armies in Holland, 
and pinned an estimated 80,000 of 
the enemy back in Holland's larg 
cities of Amsterdam, Rotter 
dam, Utrecht and The Hague. 


The Canadian Fourth Armored 
Division broke out of its Ems riv- 
er bridgehead and dashed 17 miles 
north to Beckhusen, 20 miles from 
the river’s North sea mouth. Clos- 
ing of this gap would seal off al! 
Holland and possibly double the 
number of German troops strand 
ed on Dutch soil, 


Driving westward, the Cana- 
dians came within sight of the 
Zuider Zee as they shut the*door 
on German forces in southwest- 
ern Holland. 

All roads out were cut save a 
hazardous one over the Zuider Zee 
causeway when Canadian armor 
into the railway junction 
of Meppel and the Germans blew 
up dikes, flooding the 10-mile strip 
of lowland between there and the 
Zuider Zee. 


NO REST FOR WEARY 


There was no rest for the Ger- 
mans either in middle or south 
ern Germany, 

The VU. S. First Army ham 
mered eastward 18 miles and cap 
tured Duderstadt, approximately 
135 miles southwest of Berlin, put- 
ing it back in the running with 
the U. S. Ninth and Third armies 


‘thrusting east. 


The VU. S. Third Army, still 
building up power on the Thufin.- 
a few miles 
Allmenhausen, 83 
Leipzig and 128 


farther 
miles* west 


@ast to 
of 


'miles southwest of Berlin. 


The U. S. Seventh Army, held) 
up in bitter fighting on the south- | 


ern end of its front thrust with- 
in 95 miles of Munich, cut 
on the north end. Tanks rumbled 


‘out into fairly open country only 
65 miles west of the Czech border. | 


75 50,000 NAZIS A DAY 


The French First Army fought 


within nine miles of®tuttgart and | 


was outflanking the Siegfried line 
anchored in the Black Forest, 


3.56 | slashing around é¢hrough. the for- 
est’s 


northern fringes, 

Gen. Omar N. Bradley, com 
mander of the 12th Army group, 
reported that for the past 10 days 
the Germans had _ been losing 
troops at the rate of 50,000 a day 
in Killed, wounded and captured, 
the heaviest losses yet inflicted in 


‘this war on the enemy's armies, 


} 


| 
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Library To Display 
Vernon Hunter Art 


An exhibit -of paintings 
Vernon Hunter, noted artist at 
present residing in Atlanta, will 
go on display today at Carnegie 


by 


| library. 


| 
| 
| 


BLOOD-ARON? 


Lytia E. Pinkham's TAGRETS 


a 


This was announced yesterday 
by Mrs. Channing Whitman, who 
is in charge of arranging art ex- 
hibits at the library. 

Hunter, who is associate .re- 
gional director of building serv- 
ices of the USO, specializes in 
landscape artistry, Mrs. Whitman 
said, adding that he is interested 
in painting Georgia scenes. 


Bank Clearings Up 


Atlanta bank clearings yester- 
day were $26,500,000 as cofRKYpared 
with $21,600,000 for the corre- 
sponding day last year, the Atlan- 
ta Clearing House has announced 


~MOROLINE 


PETROLEUM JELLY 50 


S<-3 TIMES AS MUCH FOR 


‘in Albany, 


‘elers 


old 


loose | 


Jewelers Here 
To Study Rings 
Seized in Albany 


Price tags on 60 diamond rings, 
taken from a 
Ga., will be studied by 
Atlanta jewelers today to seerif 
the rings were stolen here. 

Dougherty county Sheriff Cull 
Campbell, in a telephone conver- 
sation yesterday with Detective 
Superintendent J. A.* McKibben, 
estimated the vaiue of the rings 
would range between $150 and 
$200 each. 

Shot in the hip as he attempted 
to resist arrest by 
Negro was taken to 
jail, where the rings were fo 1d 
concealed in his coat sleeve. Giv 
ing the name of Leon Teaberry 
the Negro admitted that he had 
escaped from Kilby prison. 

Shériff Campbell told Superin- 
tendent McKibben the Negro had 


a long string of aliases, and is be- 


lieved to be wanted in Pittsburgh, 
Pa., in connection with a robbery 


| there. 


McKibben said 
will be shown to all 
who have sustained 
recently. 


the price tags 
Atlanta jew- 
losses 


Mariettan Back in States 
After Nazi Prison Stay 


Sgt. Fred H. Trezevant, 20-year- 
son of Mr. and Mrs. W. H. 
Trezevant, of 811 Powder Springs 
street, Marietta, telephoned his 
parents last night that he was 
back in the United States after 
having been liberated from a Ger- 
man prison camp by the Russians. 

Sgt. Trezevant graduated from 
Marietta High School in May of 
1943 and entered the Army in Sep- 
tember of that year. He was re- 
ported a prisoner of war last Jan- 
uary. 

Telephone WAlnut 6565. Let a 
Constitution Ad taker help you 
to find buyers for the idle useful 
articles in your spare room, attic 
and storeroom. 


‘CONFIDENTIALLY 
ARE 


Your age may have nothing to do with it! That 
lack of drive that run-down feeling which makes 
work a hurden, and holds you back from enjoying 
pleasurable activities with your wife aud familys 
may be Nattire'« warning signal that you lack 
certain organic materials titamins and hormones 
vital to every man ‘Thousande everywhere who 
suffered from this distressing discouraging econ 
litilon have discovered that TROMONE. contain 
ing esctentifie dosages of Vitamin Ri. Calcium, 
‘hosphorua and other Ingredients of saperial valve 
1 Cases have dliacovered it haa given them 
new energy The tonic eftect Of TRO- 
MONE may prove it is the answer to that weak 
tired-aut older than you should he’ feeling At 
the Lane Drug Stores Ine and drug § stores 
everywhere 
Oxford Products. Ine 
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FalseTeeth? 


Save Up To 23¢ 
An Ounce on New, Finer 
Holding Powder 


Why pay more? Here's a pure white 
Vegetable powder that holds plates 
tighter, gives you more comfort, great- 


| er confidence. Called Dentu-Grip, this 


top-quality powder actually saves you 


| up to 23¢ an ounce over other leading 
| powders. Why pay more needlessly? 


Dentu-Grip lets you talk and chew 
without worry. Leaves no dark mess 
on plate. Delicate mint flavor. None 
finer made, yet only 25¢ at all drug 
stores! Try it today. 


DENTU-GRIP 


Made by Polident—World's Largest 
Producer of Denture Preparations 
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YOU A HAS-BEEN?| 


| 
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Chief Seized 
In Roundup. 
Of Rio Spies 


RIO DE JANEIRO, April 9.— 
()—Authorities said tonight a 
Nazi sabotage ring operating 
throughout South America may 
have been smashed as the result 


of the arrest. of a German engi-| 
| neer, 


Georg Konrad Friedrich 


Blass, 53, described as its chief. 


The arrest was annoitmnced to- 


day as a Brazilian court sentenced 


another German, Wilhelm Hein- 


rich Kopff, to 25 years in prison 


for Axis espionage. The spy was 
captured in 1943 the day after 
he landed 


'ber raft. 


His companion, a Dutch Guiana 
Negro 
Baarn, after his 


intended 


was acquitted 
said he never 


| Sabotage and had helped solve 


the case. 
The arrest of Blass was linked 


directly with several recent ar- 
rests of alleged saboteurs in Chile. 
|The federal_police, after question- 
ing Blass for several days, said 


was 
| last 


he personally established sabotage 
units in Venezuela, Colombia and 
Peru to operate in conjunction 
with previously established agen- 
cies in Chile, Argentina and 
Uruguay. 

Brazilian authorities said he 
a wounded veteran of the 
war and a former professor 
at the University of Cologne, and 
had been commended for services 


to the German government. 


| 
i 


He came here on an Italian air-| 

1940, | Dr F 
| and apparently traveled with full | s we 
Nazi authority to carry out sabo- | 


liner from Rome in June, 


tage assignments without further 


' orders, officials said. 


_otage have been 
' inasmuch 
| continulnAg. 


| 


' 
' 
' 


| 


The authorities declined to say 
now whether specific acts of sab- 
traced 
as the investigation is 


Parochial School ae 
At Rome Planned 


The Morris estate and an ad- 
joining lot in Rome, Ga., will be 
purchased by the Atlanta-Savan- 
nah diocese of the Catholic church 
for a parochial school, to be 


' opened next September, if pres- 


ent plans are completed, said the 
Most Rev. Gerald P. O'Hara, 


‘bishop of the diocese, in Atlanta 
| yesterday. 


j 


} 


Negro under arrest | 


Dougherty | 
deputy sheriffs Sunday night, the | 
the county | 


| 


The school will be named St. 
Mary's and will be conducted by 


' the Dominican Sisters of Adrian, 


Mich. The pastor of the Rome 
church is the Very Rev. Daniel 
McCarthy. 


10 Killed as Plane 
Crashes in Tennessee 


TELLICO PLAINS, Tenn., April 
9.—(4?)—The 10-man crew of a 
four-motored Army bomber from 
Keesler Field was killed about 


midnight last night when the plane | 


crashed into the side of a moun- 
tain 22 miles east of here. 

The ship was a B-17 bomber on 
a routine training flight from the 
field at Biloxi, Miss., Army offi- 
cials announced. 


in Brazil from a rub-'| 


named William Marcus) 


to him, | 


; 


Coal Pact Hopes |Army To Hold 
On Up-Grade 


| WASHINGTON, April ». German Gold 


bee-. up-and-down hopes for a new! WASHINGTON, April 9.—(?)— 
Soft coal agreement were on thé) Secretary of State Stettinius said 
up-grade again tonight. today the Army will hold custody 
| “Tentative understandings” had of the gold, currency and art 
been reached on all but one of the! treasures captured in a German 
“bones of contention between John | salt mine until the Allies can dis- 
L. Lewis and operators, Chairman! cuss their disposition. 

Ezra Van Horn announced at the| Final disposition of this wealth 
close of today’s session of the wage | Will be made by the Allied con- 
‘conference. trol commission for Germany, 
_ The wmnderstandings were re- | Stettinius said. 
ported later in the day both to an} 
/emergency meeting of the United 
‘Mine Workers’ 250-man policy 
committee and to a corresponding 
operators’ group, 


-_ > 


Finn Cabinet Resigns; 


|Leftwingers to Fore 

| HELSINKI, April 9.—(4)—Pre- 
One excellent authority said the | mier Juho Paasikivi's government 
remaining issue was on Lewis’ de-| resigned today but agreed to Presi- 
mand for union eligibility for all| dent Marshal’ Mannerheim's re- 
but one foreman per mine, and / quest that it remain in office until 
that a technicality held up agree-|a new government, expected to 
ment on this point, show a leftist tinge, can be formed. 


The policy committee, after re-. -- 
EYE-CLASSES 
“7 ~~ “ee ——— 


ceiving Lewis’ report, was said to 
Pewee (art | 


have authorized. him to conclude 
an agreement along lines he out- 
lined in the afternoon session. 


-_~ A ere ae ee = ee = 


Nip Prisoner Relief Ship 


‘Missing, Tokyo Reports 


| SAN FRANCISCO, April 9.—(?) 
A Japanese Domei News Agency 
'reported today the Awa Maru, 
used to carry relief supplies to U. 
S. prisoners and civilian internees, 
is “missing.” | 

Sadao ‘Iguchi, spokesman for'| 
the Japanese Board of Informa- 
tion, said the ship was last heard | 
of when it discharged supplies for | 
Americans held in southern Asi-| 
'atic areas. The report was record. 


'ed by the Federal Communications 


| Commission. 
tantine 


| 
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ANYONE WHO KNOWS 
CAN TELL THE 


REAL 


lf you've a taste for 
fine whiskey, you're 


certa 


thing”. For it has 


THING! 


»»- THATS WHY 
CLEAR HEADS CHOOSE 


Calvert 


in to recognize 


Calvert as “the reals 
a pre- 


war quality and 


excellence that simply can’t be imitated. 


That’s probably the reason why, year in 
and year out, people who sell and serve 
Calvert tell u® “It’s the whiskey most 


often asked for by nanmfe 


’9 
> 


Once you taste this gloriously smooth and 
mellow blend, you'll keep on asking for 
Calvert, too. It’s America’s finest whiskey 
from the House of Blends! 


CALVERT DISTILLERS CORPORATION, New York City. BLENDED WHISKEY 86.8 Proof. 
Calvert ‘Reserve’”—65% Grain Neutral Spirits...Calvert “Special”— 724% Grain Neutral Spirits 


-Home-Hiking ‘Slaves’ 


Vent Ire on 


Germans 


By IRIS CARPENTER. 
WITH THE 1ST ARMY JN GERMANY, April 7.—(NANA)—(By 


Wireless )—(Delayed)—The house, 


gether by black timbers, looked as though Snow White, followed by | 


bright with pink walls laced to- 


all seven of the dwarfs, would come marching out at any moment. 


What did come out were eight 
men, very angry, dirty, rough 
Ynen. snarling like animals be- 
cause the house did not contain 
what they expected it to contain. 

In the street outside a couple of 
German hausfrauen stood crying 
and wringing their hands as first 
chairs and then china dishes, cur- 
tains, and cushions were flung 


' 


‘have no form of locomotion ex- 
cept their own two feet. 

ihey need food, ciothes and 
shelter. it doesn’t take long tor 
other reactions to creep into the 
process ol getting them. As a re- 
sult you get the sort of thing hap- 


pening as that which occurred yes- 


i 
) 


| lerday in this area. ' 
i 


The front line fighting wags in 


from the windows into the road | terrupted by another episode in 


beside them. 


ans shoulder, shook it as a terrier 
shakes a rat. and. yelled: 


! 
One of the men grabbed a wom.- | 


which a group of Polish workers 
besieged a castle full of frantic 
Germans with the avowed inten- 


tion of killing the owner. 


Americans — being what they 
are—interceded. An officer found 
a Pole had already restored some 


MEN DEMAND FOOD 


“Food! Understand? 
food' If we don't get 
break up everything.” 

This scene took place in a vil-| 
lage between Marburg and Kirch-) 


ain, which is nine miles northeast | rarm wi ' . 
of Marburg. It wasn’t a pretty | to eat,” peg tn agg nil 
sight. Whether the German wom. ‘the American officer. “We're eat- 
an found food for the men or not, | ing all the eggs we want for a bit. 
we didn't wait to see. |Wouldn’t it be a good idea if you 
Such sights are all too prevalert'! let us alone?” . 
on these roads around the front The American thought perhaps 
end in this territory in which | it would be. 
there are so many unpleasantness-| Displaced persons—“DPs”—wait 
es that Army authorities are too! until they can be sent back in or- 
busy to interfere. ganized groups to the many large 
Who were these bandits?” That’s | camps for displaced persons which 
exactly what they were. They) are dotted around the rear-line 
were displaced persons and pris- areas. 
oners of war, first to be unieash-; On their way back it is the duty 
ed on the German people 


We want 
it, we'll 


and waiting on the Poles. 
“I’ve worked five years on this 


in a of the burgomeister in each village 
great surge of retribution which | to provide food and shelter. This 
has been coming to them for so | duty he is compelled to carry out 


sort of order with the owners of | 
the schloss ensconced in a stabie | 


long. 
VICTORY PATTERN 


by Allied military decree, avhich 
is based on the fact that since Ger- 
many imported all these people 


Armored columns zipping into | 


Germany and the doughboys mop-| 
ping up the German towns are| 
marking the victory pattern on 
the maps and in the headlines of 
the world. 

But the bitterness of defeat is | 
being burned into the German'! 
people by quite another army. 

It is a rabble army of Poles, | 
Czechs, Russians, French, Dutch, 
Relgians. Norwegians and Danes 
who have spent years in concen- 
tration camps and prisons and | 
farms and in factories as slaves of | 
the German people. 

As fast as we overrun the land | 


from their homes, it is a German 
duty to look after them until they 
can be got to those homes. If nec- 
essary, military government offi- 
cers enforce the feeding and shei- 
tering of the former slave army on 
its way to the rear. 

Once they have reached the rear 
displacement camps, tH®€y go 
through the processing system in 
which they are deloused. Later 
they go on from there with a tick- 
et back home. 

NOT ENOUGH OFFICIALS 

The truth of the matter is that 
with the advance moving at such 
a pace we just do not have enough 


prisoners’ hopes and dreams of all| Military government officials or 
those cruel years crystalize into| military police to take care ade- 


the incredible fact that they are|@uately of problems arising. Sol- 
diers have something else to think 
about in these front-line areas be- 
sides just what happens to DPs or 
what is happening to the German 
people as a result of the situation. 

The military government offi- 
cials during the last few days have 
circulated a small leaflet printed in 
French, GermangEnglish and Pol- 
ish, telling DPs to keep off the 
roads and to stay where they age 
until Allied officers get in touch 
with them. 

It would obviously take more 
than a leaflet appeal to hold a 
Frenchman who has not seen ap- 
ple blossoms in Normandy these 
last four springs, a Belgian who 
knows Brussels as gay, or a Nor 
wegian able to see summer come 
to his beloved fjords. 

WHAT WAR MEANS 
So off they set. All along the 


free—free as far as the first reac- 
tion goes—to get onto the roads 
and onto the way home. So onto 
the road they go, generally in 
groups of anything from two to 20. 
They have nothing with them ex- 
cept their shabby clothes. They 


Your Eyes Deserve Attention 
Consult DR. JOHN KAHN 
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SKI EXTERNAL CAUSE 


E-rzema, acne pimples, simple ringworm, 
tetter, salt rheum, bumps (blackheads), 
end ugly broken-out skin. Millions re- 
heve itching, burning and soreness of 
these miseries with thissimple home treat- 
ment. Biack and White OinTment goes | 
to work at once. Aids healing, works the 
antiseptic way. 25 years success. 10c, 
25c, 50c sizes. Purchase price refunded 
if you're not satisfied. Use only as di- 
rected. Vital in erage | is good soap. 
Enjoy Black and White Skin Soap daily. 


RED—ITCHY—SCALY 


ECZEMA 


Doctor’s ‘invisible’ Liquid 
Promptly Relieves Torture! 


First applications of wonderful soothing | 
medicated Zemo—a doctor's formula — 

romptly relieve the itching and burne 
- and also he!p heal the red, scaly skin. 
Amazingly successful for over 35 years! 
First trial of Zemo convinces! J nvisible 


—doesn't show on skin. 7EMO | 


All drug stores. In 3 sizes. 
at 9 PM Last Night 
| Was Sluggish 


Ee. 


IRRITATIONS OF 


~ 
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ill +o | FEEL FINE: 


When constipation with its headachy 
-..out of sorts...fecling slows you 
down it's time to perk-up your intes- 
tinal tract with genile acting 
ELOK-LAX LAXATIVE. Overnight 
you may fee] bright and cheerful again! + 

Klok-Lax is a combination of six 
active medicinal ingredients... works 
on both the upper and lower bowels 
to relieve you of undigested food and 
accumulated waste matter. 

You will find Klok-Lax tablets easy 
to take as they are wrapped in & 

ar coating—so when you need this 
help take one or two tablets at bed- 
time and wake-up feeling fine in the 
morning. Follow label directions. 


10¢ and 25¢ packages at drug stores. 
A PRODUCT OF THE 5.8.8. OO. | 


KLoK-LAX 


LAXATIVE TABLETS 
WORK gery 
OVERNIGHT 


d lingering acids, res 
Get JACOBS LAXATIVE 
gt druggists. 


roads there are overturned lorries 


of German equipment, including 
guns. All along the roads are 
houses, some untouched by war, 
others with their contents spilled 
into the street. It is a lesson for 
the Germans on what war means, 


a lesson more powerful than any- 


thing that will come out of peace 
discussions. 

For our armored columns and 
our troops, victory is in sight. But 
they haven't, generally speaking, 
what it takes to make the German 
feel a really defeated people. 

And most of them are mighty 
thankful—in spite of the thou- 
sands of cross-marked plots of 
ground between here and the Nor- 
mandy beachhead—that as things 
are working out, it will never be 
necessary for them to have what 
it takes. 

The Germans degerve defeat as 
total as the war they made. 

They're getting it, but it isn’t a 
pretty thing to see. 


RUSSIA 


Continued From First Page 


pockets in the Samland peninsula 
to the west of the capital. 


More than 42,000-enemy troops 
have been taken in the collapse of 
Koenigsberg in two days, remnants 
of the German garrison-headed by 
its commander, Gen. Lasch, laying 
down their arms at 9:30 p. m. to- 
night (Moscow time). 


Enemy broadcasts conceded that 
Marshal Rodion Y. Malinovsky’s 
Second Ukrainian Army had suc- 
ceeded in expanding his bridge- 
heads across the Danube and Mo- 
rava rivers east and northeast of 
Vi.nna but claimed that a break- 
through across the historic March- 
feld plain to complete Vienna’s 
encirclement had been foiled. 


Moscow _ dispatches, 
said that Malinovsky’s cavalry, 
fighting westward with American 
Sherman tanks behind them, had 
driven within nine miles of the 
Vienna Bruenn (Brno) highway, 
the last major highway escape 
route. 

The Germans fought back with 


running north open. But the high- 
way was under artillery fire at 
some places, dispatches said. 
While Malinovsky’s forces swept 
down on Vienna from the north- 
east, dispatches said that other 
Soviet units -rossed the 
northwest of the city. 


Prompt action is necessary in 
replying to the attractive offers in 
the Want Ad pages of The Consti- 
tution. ’ 


Constipated? Gas? 


PLUSH BOWELS EASY WAY... 

GET QUICK RELIEF OR MONEY BACK 
When bowels are clogged, causing constipation, 
GAS. nervousness easy to use TACOBS 
LAXATIVE SALT. Relief usually comes fast, 
metimes in an hour or even less. JACO 
LAXATIVE SALT Aushes awny el ng waste 
ing inner cleanliness. 

LT today. 40s 

Satisfaction or money bac 
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GRIN AND BEAR IT 


By sce of ON'T BE FE E 


| 
| 


| 


MoscowDemands Severity 


In War Criminals’ Handling 


LONDON, April 9.—(#)—The Moscow radio declared tonight that 
Soviet Russia “cannot and will not be elbowed out of participa- 
tion in international affairs” and that “Germany must be disarmed 


economically, militarily and political 


U. S., Soviets 
In Position To 


Mesh Armies 


By DON WHITEHEAD. 


WITH U. S. FIRST ARMY, 
April 9.—(4)—For the first time 


ly" 
In a Red army commentary 
hour heard by the BBC, entitled 
“Hitlerite Germany's Moral and 
Political Defeat in the Course of 
the War,” the Moscow radio 4as- 
serted the German nation “must 
make good the damage suffered by 
victims of her aggression.” 

“War criminals must be punish- 
ed with severity,” the broadcast 
aded. “It is essential to prevent 
future propagation of reactionary 
miltaristic and chauvinist ideas 
in Germany—ideas on which the 
Germans have been rearét for 
many generations.” 


a. 10 


| | since the great Allied drives open- 
'ed, Russian and American.armies 
’ | tonight are in a position for tacti- 
cal field co-operation in cutting up 
| what remains of the German army. 
| Marshal Konev’s First Ukrainian 
‘army and the armies of Gens. Pat- 
ton and Hodges are only some 
150 miles apart and it is possible 
for them #to co-ordinate their 
moves in slashing Germany apart 
at the waist. 


Whether there is close co-ordina- 
tion at this stage is known only to 


— 


“If you must resort to that, Gloria, I wish you'd use your 
hanky instead!” 


the high command, but a study of 
the map shows that with the dis- 
tances whittled down ‘the Allies 
-are easily able to mesh their op- 


REDS ACCUSE | 


Continued From First Page 
cut off, eyés gouged out, stomachs 


| erations 
| The shortest line between. the 
Americans and Russians stretches 
| from the spearhead of the Third 
to Goerlitz, 


Boy Peroxiders 


Army near Weiman 
east of Dresden. 


LATVIAN HORROR REPORT 


Now School Fad 


Should simultanecus drives be. 


The broadcast followed by only 
a short time a Moscow announce- 
‘ment of findings by the Soviet 


|state commission, which reported | 
‘that the Nazis killed 577,000 per-| 


sons in Latvian concentration 
camps during the German occu- 
pation. 

Continuing comments on Ger- 
man responsibility. Moscow said 
“the population vf Germany, as 
the result of its responsibility for 
crimes committed by the Hitlerite 
clique, will be able to regain its 
lright to be accepted into the com- 
‘ity of other European nations only 
‘by vears of intense toil and hard 
‘trials. 

SITUATIONS CONTRASTED 

| “Radical differences between 
‘the situation today and the situa- 
‘tion after 1918 consists in the fact 
|that the Sovief Union, the country 
where democracy has been brought 


ripped open,” 


The committee reported investi-. By CHRISTINE JONES. 


| 
ai down this line through | f° its last logical conclusion, an 


implacable enemy of reaction and 


gators at the forest found 55. 


Gentlemen prefer 'em—and so) 


Leipzig and Dresden the Allies| 


| Fascism, cannot and will not be 


graves with a total area of more flo the bobby-soxers. | probably would slice Germany in 


‘teen-| half in relatively short order and 


| elbowed out of participation in in- 


than 30,000 square yards. 

The report also charged massa- 
cres in shese places: Dreilin for-. 
est near Riga, “more than 130,000 | 
civilians and prisoners of war’ | 
shot: Rumbul forest, 38,000 civil- 
ians slain; Daugavpils (Dvinsk), | 
daily shootings of “hundreds of 
Soviet citizens kept in prisons and | 
camps,” including more than 43,-. 
000 at one point on the territory | 
of Zolotaya Gorka; district of Re- | 
zekne (Rezhitsa), “15,200 civilians | 
including more than 2,000 chil-| 
dren” and the entire population | 


Or, at least, the popular 
age Casanovas like to think | 
That’s why the streets and high| 
school rooms are full of blond- | 
thatched jive jumpers. | 

Yes, sir, the high school boys) 
are fast becoming blond bomb-. 
shells—with a little help from a) 
bottle of peroxide. Even their own | 
mothers don’t know them and_| 
shudder when they sit down at the | 
dinner table. 

“I guess we do it because the 
gals like us this way,” one “half| 
and half” (half blond, half red- 


SO. | 


of the village of Audriny, destroy-|head) explained.. 


ed allegedly for helping the Red | Another described the bottle-| 
army. blond fad as “seasonal.” We perox- 


however, | 


The ut cash 
Danubelure, & 


TRAPPED JEWS IN FIRE | 

In the first days of the occupa- 
tion, the report said the Germans 
drove Jews into synagogues, which 
then were locked and set afire, 
burning 2,000 Jews to death in 
four synagogues. In October, 1941, 
35,000 Jews were confined behind 
barbed wire in a Riga ghetto, the 
report said, and the next month 
“the Germans picked out 4,500 
able-bodied men and 300. women 
from the ghetto and shot the rest 


on Nov. 30 and Dec, 12, 1941.” 

A witness was quoted on the| 
shooting of the Jews as saying: | 

“People with little children, old | 
men and women, poured into the | 
streets, where they were lined up. | 
They were dispatched in buses but 
most of the people were driven. 
on foot. In endless columns the| 
Jews plodded along the streets, | 
The exodus lasted from 5 p. m.| 
Saturday all through the night and | 
ended on Sunday evening. | 
BLOOD ON ICE | 
“The streets were covered with | 
ice, and people fell and were shot | 
on the spot. The streets of the. 
ghetto became red with blood. | 
Children and mothers were shot | 
mercilessly. 

“As people traveled their last 
road, the road to death,. German 
beasts snatched small children 
from their mothers’ hands, seized 
them by the feet and killed them 
by smashing them against poles 
and fences.” 

The committee said the Jews 
were shot in Rumbul forest where 
they were forced to strip to their 
underwear and march to their 
graves to be killed. Those who 
attempted to resist were beaten 
with rubber clubs. 

At Daugavpils ghetto, the Ger- | 
mans were charged with having | 
staged five mass shootings of | 
Jews, leaving only 400 of the orig: | 
inal 30,000 alive after the last| 
mass shooting May 1 and 2, 1942. | 

The commission reported that 
327,000 Soviet prisoners of war 
were tortured or shot to death in 
Latvia, many of them at Stalag. 
350 in Riga. | 
DEATH RIDES TRAIN | 

The commission said the Ger- | 
mans daily shot prisoners of war | 
who were too weak or ill to work. 

The commission said thousands 
of Soviet prisoners perished en 
route to the camp because the 
Germans crammed them into rail- 
way cars without food or water. 

Commenting on the deaths en 
route to camps, the commission 
quoted a witness who was on duty 
as a switchman when a train of 
30 cars was brought to one sta- 
tion in November, 1941. 

“Not a single living man was 
found in the cars,” the witness 
said. “Not less than 1,500 corpses 
were dumped out of this train. All 


| “murder 


honor.” 
' 


of them were in underwear. The) 
bodies lay near the railway track | 
for about a week.” | 
The report concluded: 
“The extraordinary state com- 


mission has established the fact 
that bloody crimes were commit: 
counterattacks, trying to keep the 
highway and two main railroads | 


ted in the Latvian Socialist re- 
public, destruction of towns and 
agriculture has been done on ex- 
plicit orders of the Nazi govern- 
ment and the German command.” 


| 
' 


Good used bikes are in demand. | 


when offered through the Want) 
Ads of The Constitution. 


Constitution. 


in your hands/|¢ 


ide our hair in the spring and get | 
a crew cut for summer.” 

“Boys aren’t the only ones who | 
use peroxide,” a guy called Joe’ 
added. “Plenty of the jills on this | 
street are getting blonder all the| 
time.” 

He pointed to a couple of “jills” 
—clad in knee-length blue jeans 
and sloppy skhirts—to prove his 
point. 

“Maybe it’s crazy,” another 
“dream man” laughed, “but a fel- 
low’s got to ke@p up: with the) 
girls.” 


BOYLE 


Continued From First Page 
don't know whether they killed 
French or Belgians—but we found | 
no evidence to prove they did. 


“The medical director of the dis- | 


trict had to prepare reports on the 
deaths. These people would seal 
them and send them in complete 
secrecy to Berlin. Those were his 
orders. In most cases the cause of 


death was given as pneumonia or 
dysentery. 

Maj. Coverly, 
the two officers told their story, 
broke in: “Yes, and the day after 
we found the asylum three of the 
patients still there were so weak 
they died. The cause of their death 
was given as ‘sleeping sickness.’”’ 

Throughout the period of execu- 
tions by drugs, which began after 
the furor among the townspeople 
over the gas killings had _ died 
down—the director in charge: of 
the asylum carried out to the let- 
ter the legal principles set down 
by the Nazi euthanesia law that 
the victims be diagnosed by a rep 
utable physician as “incurably ill.” 
Under the Nazi party starvation 
technique this only required the 


who listened as. 


interval of time necessary for the 


ailing workers to break down from j 


lack of food. 

Confronted by the evidence 
testimony on the operations of his 
factory,” the 
Capt. Hamilton said, only replied: 

“T have always been a doctor of 


OKINAWA 


Continued From First Page 


city. U. S. airmen hit Japanese 
troop concentrations on the Yellow 
river front and blasted railroad 
locomotives, trucks and bridges in 
the area. They also lashed the 
Kowloon docks at Hongkong. 
American and British heavy 
bombers, concentrfting on the al- 
ready riddled Japanese communi- 
cations in southeast Asia, have 
smashed nine rail and highway 
bridges on the vital Burma-Thai- 
land and Pegu-Martaban supply 
routes. 


—_—— 


Hundreds are coming to town to 
work and live, need used furniture 
and have CASH to pay for it. 
Avertise in the Want Ads of The 
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For the cause 


This package contains a combination of minerals 
- ded by Nature alone, with no 
edients nor man-made drugs. When you mix 
drinking water, 
ay after day, 
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and compoun 


W ater 


stimulates 
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benefits in faulty elimination, the cause and aggravating 


factor of rheumatic 
quome acidity, etc. Get a package of Crazy Water Crystals 


at your drug store today. 


of many disorders 


rodu 

ficial in- 
it with your 
according to directions and drink Crazy 
ou join millions who have attacked 
les. Gently but surely Crazy Water 


elimination. Crazy Water brings positive 


pains, digestive orders, constipation, 


and | 


surgeon, | 


CRAZY Nile CGousTALs | 


a corridor would be opened be- 
{ween the Russian and American | 
fronts. 

Some veteran military men fore- | 
see capitulation of all enemy | 
forces left in the half of the coun- | 
try that is cut off from Hitler by | 
such b ecting. 

“Once they are away from Hit- 
ler’s influence and control,” one | 


| officer said, “I believe we will see | ~ 


capitulation. But this willbe in | 
the geographical half of Germany 
cut off from Hitler. He is the | 
only influence that keeps them go- | 
ing.” | 
This viewpoint coincides with | 
that of Gen. Marshall, who report- 
edly told the senate military com: | 
mittee. that the quickest way to. 
end the war with Germany would 
be to kill or capture Hitler because 
of his influence over the armed 
forces. 

Drawing a line between the two 
fronts shows that either Leipzig 
or Dresden would be the most 
favorable meeting places. 

From ! eipzig to Berlin there is 
a corridor of solid ground leading 
through many lakes and low 
ground and it is traversed by one 
of Hitler’s superhighways. 
Accountants To Meet 

The board of directors of the 
Atlanta chapter of the National | 
Association of Cost Accountants | 


—_- 


| will hold its monthly meeting at’ 


the Piedmont hotel at 12 p. m, to-| 
morrow. 


| ternational 


affairs, as happened 
after the first World War. 

“In close.collaboration with all 
other peace-loving nations, the 
three leadings powers of the anti- 
German coalition will build up a 
new and effective organization of 
international security, the task of 
which will be to insure a stable 
and lasting peace.” 


—— 
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Nazis Amman 


Nlays Self 


LONDON, April 9.—(4)—The 
Moscow radio said today that 
Max Amman had committed sui- 
cide in Munich. Amman was the 
first business manager of the Nazi 
party and attained great wealth 


as publisher of party newspapers. 


and books. He was known as one 
of Hitler’s closest associates and 
most trusted adviser on money 
matters, 
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YEGGS GET SMOKES 
BEFORE $500 LOOT 


Two cartons of cigarets 
were included in loot obtained 
over the weekend by yeggs. 

The cigarets were stolen 
from a @olonial Grocery store 
at 486 Mitchell street, S. W. 
After obtaining the cigarets, 
police reported, the burglars 
tore a hole in the wall con- 
necting the grocery with a 
market operated by G, Gat- 
lin. They tore open a safe 
in the Gatlin store, obtaining 
about $500 in currency, police 
reported. 

Two tires and 2,700 gas cou- 
pons were taken by burglars 
who entered the Red Cap 
Service Station, 1000 Bank- 
head avenue. The burglars 
failed in an attempt to get 
into the station’s’ safe. 


Epes Indicted 
On Charge of 
Slaying Wife 


COLUMBIA, S. C., April 9.—(#) 
The Richland county (Columbia) 
grand jury returned a true bill 
today on a murder indictment 
charging Lt. S. C. Epes, of Rich- 
mond, Va., with causing the death 
of his school teacher wife, Mary 
Lee Epes, 26, formerly of Atlanta, 
by poison and suffocation. 


It alleged that the 29-year-old 
Army officer gave his 
caused her to take, a pain-killing 
drug; that he wrapped a blanket 
or other cloth about her head and 


body, placed her in the trunk of} 


his automobile, and then placed 
her in the ground and covered her 
with dirt, “thereby suffocating the 
said Mary Lee Epes.” 

Epes led officers to a shallow 
grave near Fort Jackson, Feb. 
15, and they found her body bur- 
ied there, two weeks after he had 
reported her missing. 

Solicitor T. Pou Taylor, prose- 
cuting attorney, said he would 
seek an immediate trial if the 
jury returned a true bill. 


The Business Opportunity col- 
umn in the Want Ads of The Con- 


wife, or; 


stitution furnishes a fertile field | 
for small investment and profit-' 
able effort. | 


ConsiderYouth Camp 
At Log Cabin Center 


Bishop John Moore Walker, of 
the Episcopal church of Atlanta 
and northern and middle Gecrgia, 
has conferred with Benjamin F. 


Huberf® president of Georgia State 
College, Savannah, relative to con- 
struction of a camp for Episcopal 
boys and girls at Log Cabin center. 

John Henry Brown, of the Fort 
Valley church center: Anne 
Brown, executive secretary of Ne- 
gro work in the Episcopal] church 
of Delaware; Jency W. Reeves, 
rural school supervisor for Han- 
cock county; Lillian Skrine, home 
economics instructor, and Lillian 
D. Edwards, of Peach county, also 
participated in the conference, 
held yesterday at Log Cabin, Ga. 
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No Time To Relax Restrictions 


From the four men best qualified to es- 
timate the economic dangers which face 
this nation has come an impressive warn- 
ing against relaxation of price and wage 
controls at any time in the near future. 


Economic Stabilizer William: H. Davis, 
Price Administrator Chester Bowles, War 


Food Administrator Marvin Jones and War 


Labor Board Chairman George W. Taylor 
have perhaps a better grasp on the current 
over-all economic picture than any other 
four Americans. The fact that they have 
taken the unusual step of writing a special 
letter to President Roosevelt outlining the 
hazards of premature lifting of wartime 
restrictions is proof enough that they con- 
sider the situation extremely dangerous. 


Well de they know that already various 
labor organizations are striving mightily 
to break or circumvent the Little Steel For- 
mula. the policy which has prohibited wage 
increases in excess. of fifteeh per cent 
above the scale on January 1, 1942. Well 
are they aware that organized production 
groups are endeavoring to force the easing 
of price ceilings on various consumer 
goods, ceilings which have held the na- 
tron’s cost of living index to an increase of 
but two per cent in the past two years. 


And well do the four realize that V-E 
day will bring even greater pressure for 
the relaxation of the controls which have 
kept our wartime inflation to such an un- 
precedentedly low level. 


These pressures, declared Davis, 
Bowles, Jones and Taylor on the second 
anniversary of the President’s “hold the 
Jine” order, must be resisted if we are to 
escape the evils of inflation. 


“It may be,” they said, “that for a brief 
period there will be an apparent end to 
the upward pressure on prices and even 
a general sag in prices. If that occurs there 
will be voices raised to claim that the dan- 
ger of inflation is over and that all controls 
should forthwith be lifted. The American 
people and their government must remem- 
ber that it was just such a deceptive sag of 
prices after the last war that led us to 
abandon all semblance of price control. 
But that sag proved to be the prelude to 
a steep inflation almost equalling that 
which took place during the war itself, an 
inflation that ended in disastrous collapse 
a year and a half after the armistice.” 


The fight against inflation has, as afore- 
said, been remarkably successful thus far. 
But the weeks and months after V-E day 
will undoubtedly prove our biggest test. 


_ We are convinced that the general pub- 
lic, once it understands fully the dire pos- 
sibilities involved, will not want to jeopar- 
dize our entire economy by a premature 
relaxation of restrictions, that, rather— 
as the four leading economists predict in 
their letter—‘“the people will insist that 
the fight against runaway prices be con- 
tinued until the danger is over, and will 
give that fight their full support.” 


You Cant ‘Fillerup’ Yet Awhile 


According to apparently logical state- 
ments emanating from Washington, there 
is little likelihood that the average civilian 
automobile owner will be able to secure, 
in the near future, much more gasoline 
than he is now getting under the rationing 


system. 


Home gasoline supplies depend chiefly 
upon the needs of the armed forces. Both 
ground and air forces in the European 
theater of operations are using astronom- 
ical amounts of the motor fuel, a consump- 
tion which will decrease sharply after the 
final end to German resistance. 


However, the coming of V-E day in 
Europe means only the diversion of our 
effort to the Pacific. The stepping-up of 
our Pacific strategy,» when it is remem- 


bered how vast are the distances in the 
Pacific arena, will consume almost, if not 
quite, all the oil and gasoline saved by 
cessation of fighting in Europe. 

Ickes has said that V-E day will make 
possible a 50 per cent increase in gasoline 
supply for civilians. However, it is not 
thought this can only apply, at best, to “A” 
coupons and that whatever extra gasoline 
for home use there is, will go at first to 
trucks and other commercial vehicles. 

So, the private motorist who has been 
envisioning early arrival of the day when 
gasoline rationing shall be a thing of the 
unregretted past might well curb his op- 
timism. Not until the Jap, as well as the 
German, is conclusively beaten, is it like- 
ly that we can tell Joe, the filling station 
guy, “Fillerup.” 


The Nation's Foremost Economic Opportunity 


Council is forwarding to a large mailing 


The Department of Commerce is ren- 
dering a real public service to the entire 
nation in its continuing survey of economic 
conditions and needs in the idustrially 
underdeveloped south. 


In the first of a series of charts and 
pamphlets, released on yesterday, the Com- 
merce Department demonstrates most 
forcibly that, while the south has 32 per 


cent of the nation’s population, 53 per cent 


of the nation’s farms. and 42 per cent of 
the nation’s minerals, it has but 18 per cent 
of the nation’s factories and 14 per cent of 
the nation’s foreign trade. 


“Great opportunities exist for increas- 
ing both factory production and foreign 
trade in the southern states,” comments 


the department. 
“These states are stil] predominately 


agricultural,” continues the brochure 
which the Southern States Industrial 


list of manufacturers. “However, rapid 
strides"have been made in recent years 
towards a better balance between agricul- 
ture and industry. This region is famous 
for its vast wealth of natural resources, 
including coal, iron, petroleum and forests.” 


This and succeeding charts, in the 
proper hands, will result in great benefit 
to southern development. Most industries 
have not investigated the possibility of lo- 
cating in the south for two reasons: (1) 
ignorance of what the south has to offer, 
and (2) the discriminatory freight rate 
system which penalizes southern manufac- 
turers. 


Now that we apparently are about to 
securé an equitable freight rate structure, 
expanding industries will begin making in- 
quiries which the Department of Com- 
merce brochures will serve to answer most 
adequately. 


EDITORIAL PAGES 


THE PULSE OF THE PUBLIC 


Biscuits at 48 


Editor Constitution: I have read | 


the public opinion letters with 


much interest for I, too, read the | 


Good Idea 


article which caused people's ire 


to be so aroused. 
I don’t know how nor where he 


obtained his information, but it) 


just can’t be true, for by personal | 


experience I know that it isn’t 


that way at Hospital 48. 

Several years ago my husband, 
who had only served three months 
in the Army during the first world 
war and never was sent across, 
had to have a serious emergency 
operation. We called Hospital 48 
and they sent an ambulance imme- 
diately. When they arrived we 
couldn't find his army papers, but 
they didn’t even hesitate to take 
him. , 

Later, when I was a daily visi- 
tor there they were unfailingly 
kind to him and also myself. They 
even allowed me to go in the diet 
kitchen and bake biscuits which 
I had made at home because he 
and some other patients expressed 
a desire for them and the hos- 
pital didn’t have them. 

MRS. FLORA DODSON. 

Atlanta. 


. 


The Constitution welcomes 
letters from its readers. 
They must be signed, should 
not exceed 200 words. 


Editor Constitution: This is to 
heartily indorse Mrs. M. Logan’s 
letter in Friday's issue in refer- 
ence to the plan to change the 
Confederate Soldiers’ Home into a 
home for Confederate widows. 

I am caring for my mother, who 
is a Confederate widow. I, too, 
think that the pensions should be 
raised and the widows kept in the 
home since most people would ob- 
ject to sending their relatives to 
homes full of strangers to spend 
their last days. 

The amount they receive is not 
sufficient for medical care, cloth- 
ing, etc. 
MRS. RUBYE EMMETT. 
Lula, Ga. 


Reader Vacation 
Editor Constitution: Quite a lot 


of us hope that Pegler will enjoy) 


his vacation as much as we do, 
and that he will prolong it in- 
definitely. 
L. M. DESAUSSURE. ' 
Atlanta. 


The Last Word 


Editor Constitution: Although 
you have already been very gen- 
erous in your use of space for the 
discussion of the rather trite “Lit- 
tle Yellow Monkey” term, maybe 
you will grant me what is, I think, 
considered a woman's right—the 
last word. 


It is very doubtful that Mr. 
Jones’ choicest words or phrases 
would express the anger and hor- 
ror which my “sensitive soul” has 
felt many times since Pearl Har- 
bor at the autrocious acts of 
which I have read. If words could 
undo a single one of these vilest 
of all deeds, I would ask him to 
please give me some pointers on 
the proper use of spicy words— 
but quickly. 


Even if the Japanese home is- 
lands are completely destroyed 
before the war is over, there will 
still be the Japanese problem in 
the Orient (as Mr. Jofies once 
pointed out). The only real and 
permanent solution to this prob- 
lem, along with the many other 
problems of the postwar world, 
seems to me to lie in the practical 
application of Christianity. 


MRS. F. F. ANDERSON JR. 


Atlanta. 


: 


RALPH McGILL 


Iran Has. Witnessed 
A Lot of History 


TEHRAN, Iran.—(By Mail)—History is a sort 
of emotion with me. And here there is plenty of 
it. As I write, the Iranians are celebrating the 

new year, which for them comes on March 21. It is something out 
of the primitive past when primitive peoples observed that when 
the sun had passed this point in the sky the grip of winter was 
broken. 

At Persepolis there are sculptured reliefs which show that half 
a century before Christ the celebration was an important one. It 
is the only religious rite left of the old religion of the Persians, 
the pagan religion which the conquering Arabs destroyed when 
they instituted the Islamic order. 

The celebration lasts for three days, beginning with the last 
Wednesday of the “old year.” It is the ritual of the fire. Each 
family collects desert thorn and when evening comes the fire is 
lit. Each member of the family must then leap over the fire, saying 
te the fire a verse which has been said for at least 2,000 years. 

The fire must not be breathed upon and the dead ashes must 
be scattered at a cross roads. 

50, as I write, Tehran is crowded, the shops do a great busi- 
ness, the vendors of dates and sweets and sweet drinks find ready 
buyers. The women have on new “chadors,” the long cotton cloth 
with which they wrap themselves and veil their faces. “Camel- 
town,” on the outskirts of the city, is crowded with the many camel 
caravans which have come in for the festival. 

Iran, or Persia, has a history going ‘pack at least 6,000 years. 
It has had a tremendous influence on civilization. It is the countty 
of Zoroaster, who created the religion of dualism, light and dark- 
ness, good and evil, which influenced Judaism, Christianity and 
Mohammedanism. : 


Darius In Iran, 2,500 years ago, Cyrus established the great 

Persian dynasty. It was this dynasty which, under 
Darius, had so expanded that it attempted to conquer then power- 
ful Greece at Marathon. It was Darius who threw Daniel to the 
lions and, when he survived, said, as one may readin the Book of 
Daniel, “That in every dominion of my kingdom men tremble and 
fear before the God of Daniel.”’ 

It has known much war. Alexander the Great, Mark Anthony, 
and the Emperors Valerian and Julian invaded, The fabulous 
Genghis Khan and Tamerlane conquered it. 

I have flown across much of it, and knew something of the vast 
stretches of desert, green fields and mountains. Yet it startled me 
to discover that it has an area as large as the prewar powers of 
England, Germany and France combined. 

Much of it is desert and ravaged by erosion. Much of it is 
fertile. Wheat, barley, cotton, tobacco, hemp, flax, fruits, vege- 
tables, raw silk, tea, are some of its many crops. 

The country always\has been called Iran. The Greeks, dealing 
with a tribe on the gulf, some 3,000 B. C., knew the tribe as the 
Pars. They called all inhabitants of Iran “Persians,” and the error 
stuck. 

The official name has an interest for Hitlerites. Iran is derived 
from an ancient word, “Aryana,’ meaning the country of the 
Aryans, among whom were the Medes and Pars, or Persians. The 
“Aryan supremacy” concept had its origin in Tehran about 70 
years ago. The French attache was so impressed by the oriental 
splendor of the court that he wrote an essay on “The Inequality of 
the Human Race.” It failed to impress the French but the Ger- 
mans seized on it, feting the author, who explained the splendor 
of the court by the Aryan origin of the people. — 


. 4 Iran’s history is one with the grandeur and 
Historic Glory glory of Greece and Rome. Many of its cities 
were magnificent, receiving ambassadors from the nations of Eu- 
rope. Their glory has faded. Most of its ancient cities are in ruins. 


Tehran was a small and unimportant town until it became the 
capital in 1786. But almost within its city limits are the few re- 
mains of ancient Rhages, or Rey. It was one of the great cities 
of the old days, being as important as Ninevah or Babylon. It 
was a stopping place of Alexander the Great during his chase after 
Darius. In 1221 Genghis Khan slew a mere 700,000 of its inhabitants. 

All that remains today of its glory and its grandeur are a few 
pieces of its once great walls, a tower and a tomb-tower on which, 
until 15 years ago, the Zoroastrians exposed the bodies of their 
dead to the vultures. Archaeologists have excavated some of the 
buildings, finding foundations, pottery and many articles now in 


museums. 
All this crowds in on the tmagination as one flies over the coun- 


“try, seeing a camel caravan below, or some once-great city now a 


mountain village, or seeing the people in its cities and towns which 
once were great names in the minds and knowledge of men. 

What must it have looked like, for instance, when the black 
tents of Genghis Khan were pitched about Rey, with his hordes 
of bearded warriors and his thousands of tough little horses grazing 
in the fields? How did it look when the armies of Tamerlane and 
Alexander came? 

One thinks of that in Iran. 


Maybe sheen? are right. 


Sait) RALPH T. JONES 


Is the Government 
Going Into Business? 


Some who read the heading of the column 
this morning will snap right back, “Gosh, the 
government's been in business for a long time.” 
It is a question which can, at least, become 
the springboard for a lot of argument and discussion. 

However, the inspiration for the thought, this morning, comes 
from some friends either directly or indirectly interested in the 
fertilizer business. According to their information as given to me, 
the government is threatening to enter this business. Whether that 
would be good or not good for the farmers who use fertilizer is 
a point too involved for me to intelligently discuss. 

Here is the form of the threat, as explained by these friends of 

mine: 
They say there is a bill, now in the senate hopper, introduced by 
Sen. Lister Hill, of Alabama, which provides for the establishment 
of government-owned and government-operated fertilizer plants, for 
the manufacture and distribution of their products through govern- 
ment controlled agencies. Furthermore, they say, even before the 
introduction of Stn. Hill’s bill, there was an amendment in the 
senate appropriation bill to provide $3,000,000 for the construction 
of a fertilizer plant at Mobile. 

This looks, as they say, very much like putting government into 
competition with private business. Therefore, it is a rather ob- 
vious straw in the wind and:a matter of supreme importance to 
all private industry in this country. 


Food Production 72* Productivity of our farms is the most 


conclusive indication of the efficiency of 
fertilizer manufacturing as a private industry. 

It should be noted, then, that the wartime record of the na- 
tion’s farmers is fully worthy of honors as high as any, according 
to the manufacturers of any of the implements of war. While our 
heavy industry has, deservedly, been acclaimed as achieving a pro- 
duction miracle in the number of ships, planes, tanks, guns, and 
all the other things of war they have turned out, we are, perhaps, 
apt to overlook the parallel miracle of food production achieved 
by our farmers. 

Food production, in required quantity, was considered a major 
problem at the start of the war. Some “experts” simply threw up 
their hands, back in 1942, and said America could not possibly keep 
up with the increasing world and national demands for food, 

Well, from 1942 through 1944, the farmers stumped the experts. 
Each of those years saw greater food production than ever before. 


Farmers got larger yields from the same land, they broke their own . 


records—although farm equipment was often not procurable—by 
better management. And by the use of more fertilizer. 
The fertilizer industry, next in line, 


The Industry Recor had its own wartime problems to 


face. Freezing of materiais and equipment hit the fertilizer manu- 
facturers, just as it did everyone else. They had to meet the in- 
creased demands practically without expansion of their facilities. 

Now, waiting like all of us for reconversion and the resumption 
of normal industrial conditions after the war is done, the fertilizer 
industry wants to expand.-its facilities, replace outworn equipment 
and generally be ready for the demands of the coming years when 
a world at peace will strive again to accomplish the ideal of food 
enough to remove fear of hunger from everyone. 

But, if the threat of government competition in their business 
is to hang over the heads of the industry, it is going to be diffi- 
cult, at least risky, for the fertilizer manufacturers to thus improve 
and expand their plants. 

At least, that is the way the industry iself regards the situa- 
tion, according to these friends of mine. 


Personally, I know too little about farmin 
Is It Necessary? to voice an opinion on the necessity of re 
tilizer use. I suppose it is essential in some parts of the country 
and for profitable production of some crops. Presumably the need 
is greater on land from which much of the native fertility has been 
drawn. 

My only farm experience, however, was a few years in On- 
tario in my early youth. And, as far as memory serves, the farm- 
ers didn’t use commercial fertilizer there. And they were pros- 
perous, producing plenty of cash crops. 

Perhaps there is some reason why they don’t need much fer- 
tilizer there. Possibly it is the annual benediction of the heavy 
snow which melts into the hungry earth each spring. However, I’m 
only guessing, here. And, really, this has nothing to do with the 
topic of the morning—‘Is, and should, the government enter the 
fertilizer business in competition with private industry?” 
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ROBERT QUILLEN 


Does Stalin 
Fear U. 8.? 


The people of America admire 
the Russian soldier and wish to be 
friendly with the Russian people. 
Their feeling of friendliness is so 
sincere and eager, they are willing 
to endure any amount of pushing 
around rather than do anything 
to cause unpleasantness. 


But unrequited love doesn’t last 
forever, especially if the one who 
does the loving is proud and fully 
aware of his own importance. 
There comes a time when he says: 
“All right; if that’s the way you 
feel, you know what you can do.” 


That would be a calamity; and 
somebody should try to prevent it, 
or at least postpone it until the 
war ends, by explaining to us why 
Stalin behaves as he does. 

Stalin, who is official Russla, 
is glad to accept all that we are 
able to give; and he is polite 
enough to express his gratitude 
publicly, but apparently he doesn’t 
care how the American people 
feel. 

That appearance may be decep- 
tive. He may be deeply inter- 
ested in our opinions and feelings. 
But his first and all-important con- 
cern is what the Russian people 
think and feel. 

At any cost, and by, any means 
that may be necessary, he must 
keep the Russian people united 
behind him. 

He is still the boss, and success 
has increased his popularity, but 
he is no longer in position to con- 
trol the people by force. If the 
army and the people, which are 
one and the same, should turn 
against him, he could not last an 
hour. He must control them by 
controlling -their minds—by shap- 
ing their ideas and opinions. 

He dictates what is printed in 
the newspapers and magazines. 
They speak for him when they 
criticize, insult and vilify every 
prominent American who has 
dared to disapprove any Russian 
policy or behavior. He calls such 
Americans Fascists, traitors, spies 
and tools of Hitler. And he is 
smart enough to know better. 

The only reasonable explanation 
is that he is afraid of America— 
not as an enemy, but as an 
example. 

He tells his people about our 
major successes, such as the land- 
ing in Normandy; but\they know 
nothing of our achievements at 
sea, and still think their own sol- 
diers are carrying the whole bur- 
den on the land. If they under- 
stood what we have done, they 
might admire us: as we admire 
them. And Stalin is still distrust- 
ful of capitalistic countries. 

Moreover, the problems of peace 
are not yet solved. Stalin may 
yet find reason to regard Ameri- 
cans as opponents. And he dare 
not let his people think too well 
of us, for it might be difficult to 
change their minds and persuade 
them fo support him in treating 
America aS an enemy. 


GEORGIA 
EDITORS SAY: 


BACK YARD BASEBALL 
(Abbeville Chronicle) 


One of the pleasant sounds of 
spring is heard when the boys 
begin playing baseball in back 
yards and on vacant lots and play- 
grounds. The crack of the batted 
ball and the shouts of the run- 
ners and fielders are a cheerful 
voice of spring. 

The American boy takes to base- 
ball like a duck to water. It might 
be figuratively said that he is born 
with a bat and ball in his hand. 
He inherits a capacity for quick 
thoughts and action that makes 
him good at this sport. It is a 
most wholesome occupation for 
him. When the kids are playing 
ball in the back yard, they aren’t 
doing any mischief. Their whole 
hearts go into the game, which im- 
proves their physical ability and 
helps them think and act fast, 


JACK TARVER 


Here's a Tip 
For Bargain Hunters 
: Mase production is a wonderful thing. 


7 ine: I’m not referring to Sen. Langer’s bill 
whereunder parents would get a $500 subsidy for their first child, 
$750 for the second and $1,000 for the third, I’m talking about the 
price of penicillin, 


A couple of years ago, when the wonder drug first came out, 
the government d $20 a vial for it and civilians couldn't get 
it for love, money or cigarets. 


By July, 1943, it had dropped to $17.20; by the following Novem- 
ber to $7.80; by the first of last year to $5; by the end of ’44 to 
$2.40; last month it was $1.92; and today it’s $1.54... . Penicillin, 
in short, has been going down like the Jap navy. 


Any day now I expect to see drugstores start advertising the 
large, economy size at 98 cents (bring your own bottle), or else 
feature it in a special trial offer in combination with a tube of 
shaving cream, 


I just hope they don’t make the mistake of letting it get too 
cheap. Any number of patent medicine fortunes have been a 
by men smart enough to realize that people would rather pay « 
dollar and a half for a nickel’s worth of epsom salts. 


os 


FDR, Churchill Did 
some Bargaining, Too 


WASHINGTON.—® is difficult to overesti- 

a mate the importance of Moscow’s action in de 

nouncing the oe nonaggression pact with 

asia Most every informed person is agreed on the meaning of 

that dramatic action. 

It means that the Russians ultimately are to be found fighting 

the Japs alongside of the Americans and the British.in the Pacifie, 
once all organized German resistance is ended. 


No other conclusion is to be drawn from events. The Russians 
have spoken plaitly and pointedly. The handwriting is on the wall 
for all to see. If Japan is still in the war after the collapse of 
Germany, she faces a new and powerful enemy with great forces 
already mustered along the Manchurian border where the main 
body of Jap troops are now deployed. 

The impact of the Russian threat alone should be enough to 
bring the Japs to terms coincident with or soon after the fall of 
Germany. Because the Japanese leaders, with all of their flair for 
fanaticism, cannot bat realize that the end of the Nipponese Empire 
has only a short time to endure when it is arrayed against three 
such powerful enemies as the United States, Britain and Russia. 


Suzuki Appointment of the 77-year-old Adm. Suzuki to form 

a new government following the resignation of the 
Koiso cabinet is regarded as evidence of Japan’s intentions to seek 
peace. You don’t select a 77-year-old man to head up a govern- 
ment in the time of the greatest crisis in a nation’s history, if con- 
tinued aggressive war action is the national program. 

But whether the Japs. continue to fight after the Germans col- 
lapse or decide to surrender is immaterial so far as the final re- 
sults are concerned. We have them cornered now, and with the 
certainty of ultimate Russian intervention there can be no doubt 
that we will beat them down in time. 

What the Moscow action means in terms of American blood 
and the blood of other of our Allies is difficult to estimate. But 
certainly it means that the lives of thousands of our men and boys 
will be saved, even if the Pacific war goes on to a furious end. 


To the Russians it will fall the lot eventually of cleaning the 
Japs out of China. That might have proved a costly and bloody 
job for American and British forces, operating in conjunction with 
the Chinese troops under Generalissimo Chiang Kai-shek. 

There is now every reason to assume that we will be spared 
all of this. Russia, despite the losses suffered in the war with 
Germany, still has vast manpower resources left. She has a great 
army already stationed along the Siberian side of the Manchurian 
border. It should be an army that is eager for a fight since it has 
experienced many clashes with the Japs in recent years. 

Also, it is an army which, for the most part, is said to have seen 
little fighting in the war with the Germans. 

And, after the end of organized German resistance, Russia will 
have millions of other seasoned troops which will be available 
for transfer to the east. 


; Prospects for an early termination of the 
Over This Year? Japanese war, therefore, have never been 
brighter. 


It is not too much to expect that, before the present 
year ends, all hostilities will have ceased and the world again will 
return to the pursuits of peace. 

But in considering the effect of the Moscow action, both present 
and future, no appraisal is complete without touching on some of 
the bitter complaints that were heard against the President and 
the Prime Minister after the recent Yalta conference. 

Then it was said that Mr. Roosevelt and Mr. Churchill had 
yielded completely to Marshal Stalin on every point raised at that 
meeting. The Polish question was cited with some vituperation. 
Next came the criticism for the President’s yielding to Stalin on 
Russians demands for three votes at the was Francisco security 
conference. 

It now must be apparent to everyone that Mr. Roosevelt and 
Prime Minister Churchill effected some bargaining on their own. 
For it is impossible to conceive of the Moscow action in respect to 
Japan not having been worked out at Yalta. The President natu- 
rally could not reveal everything. It has remained for events to 
clarify the situation. 

What greater concession could we have gained than for the 
Russians to become a full-fledged partner in the Pacific war? The 


"Polish question seems puny in comparison. 


’ 
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Just a Rhyme a Day 


“WPB’s Office of Civilian Requirements in- 
vites housewives to register their plaints.”— 


News item. 


Men were made to struggle and to bear a load of 


woe 


And we find them doing it wherever we may go. 

Strange it is, that they complain about this ancient curse 
Yet never miss a single chance to make the matter worse, 
Ah, my son, lend me your ear for I would give advice, 

Sow your wild oats if you will, but learn to pay the price. 
While the dew of youth upon your noble brow is wet 
You'll indulge in many things #u later will regret. 
Though you laugh at this. advice and hold us up to scorn— 
Fail to heed it and you'll curse the day when you ‘were born. 
Forget some of it, if you must, but hold to this "til death— 
To ask a lady what she wants is just a waste of breath, 

A waste of breath, the breath you'll need in doing her command, 
A hundred minor services her fértile brain has planned 
Until you're whittled down in size, a servile little elf 

Who's busy doing all the things she thinks about herself. 


LOWELL MELLETT 


An Exclusive Air Franchise? 


It is proposed in congress that 
all American air service in the in- 
ternational field shall be placed 
in the hands of a single com- 
pany. Sen. McCarran, of Nevada, 
has introduced a bill to that pur- 
pose and committee hearings are 
now being held. ‘ 

The Civil Aeronautics Board 
says “No” to this proposal. The 
State, Navy and War departments 
say “No.” But all of these gov- 
ernment agencies are fearful that 
congress may say “Yes.” They are 
fearful of the hynotizing influence 
of Juan Trippe, president of Pan- 
American Airways, the most per- 
suasive person who ever came to 
Washington on business. 

They remember, among other 
things, the incident of the Ameri- 
can Export Airlines back in 1940. 
American Export, desiring to com- 
pete with Pan-American in trans- 
atlantic service, had applied to 
the Civit Aeronautics Board for a 
certificate of convenience and ne- 
cessity—in other words, a license. 
The board after due investigation 
granted the certificate, but con- 
gress did not permit American 
Export to operate. It refused to ap- 
propriate the air mail subsidy 
without which no company could 
meet expenses. 

The Na urged the n for 
the additional service, Cdn, 
Towers, at that time chief of the 
Bureau of Aeronautics, appearing 
in person before the House’ Ap- 
propriations Committee. National 
defense required air service com- 
petition on the Atlantic, he said. 
The President of the United States 
supported the Navy’s demand. The 
national policy on the subject, as 
written by congress in the Civil 
Aeronautics Act, called for: “Com- 
petition to the extent necessary 
to assure the sound development 
of an air transportation system 
properly adapted to the needs of 
the foreign and domestic com- 
merce of the United States, of the 
postal service and of the national 
defense.” 

Congress voted to repudiate its 
own declared policy. Congress had 
listened to yan Trippe. 

Later, with the coming of war, 
the Navy, needing the additional 
service, just as it had foreseen, 
made a contract with American 
Export and that line is now fur- 
nishing transatlantic transporta- 
tion. 

The case of monopoly is large 
ly the case of Juan Trippe him- 
self and the excellent pioneering 
ob his Pan-Ameritan has done. 

ose now opposed to giving him 
a postwar monopoly have nothing 
but admiration for Trippe. They 
say his company has done a good 
job over the Atlantic and Pacific. 
They give him much of the credit 
for forcing the an and Ital- 
ian companies out of Latin Amer- 
ica—accomplished in part through 
the use of the same talents that 
have made him so hard to beat 
in Washington. They concede the 
sincerity of Trippe’s conviction 


that only a company headed by 
himself can carry the ball for this 
country in competition with oth- 
er countries. But they don’t agree 
with him. 


As some of those opposing the 
Trippe-McCarran idea put it, if a 
private monopoly is established it 
will lead inevitably and rapidly to 
government ownership, which 
none of them desires. Assistant 
Secretary of State Will L. Clayton 
and Assistant Secretary of War 
Robert A. Lovett have stated this 
view for their departments. L. 
Welch Pogue, chairman of the 
Civil Aeronauntics Board, has told 
the Senate Commerce Committee: 


“The immunity of the manage- 
ment from effective discipline by 
the government (in case of mo- 
nopoly) would be almost com- 
plete. We could not afford to can- 
cel certificates, fail to give new 
ones where the public interest re- 
quired them, or even do anything 
publicly by fining or reprimand- 
ing in order to enforce govern- 
ment policy. Our loss abroad 
would be too great. As long as it 
is possible to have more than one 
there is not the same risk of com- 
placency toward or non-conform-: 
ance with government policy.” 


“Formally to adopt a ‘chosen in- 
strument’ policy would be a long 
step toward nationalization.” 

“A ‘chosen instrument’ in inter- 
national air transportation would 
be considered outside the United 
States as being an arm of govern- 
ment... . If any company is to 
be put in that status it should not 
be subject to the mixed and pos- 
sibly conflicting considerations of 
national interest and private 
interest.” 

As for any vested right Pan- 
American may feel it has acquired 
in this field, CAB points out that, 
under our laws, a patent is only 
good for 17 years and Pan-Ameri- 
can is now just 17 years old. 

In brief, the exclusive branch 
of the government is urging free 
enterprise in America’s trans- 
ocean air service. It is hopeful 
that Juan Trippe will not succeed 
again in persuading congress to a 
contrary course, 


SENATOR SOAPER 


The time approaches for house- 
cleaning, as it has in every spring 
since the wife looked around the 
cave and asked, “Don’t you think 
that rock would look better over 
here?” 


A western fugitive, wanted in 
three states, is captured—and, of 
alf places, in an unoccupied house, 
which in itself is suspicious at this 
éime. 


Our troops along the _ storied 
Rhine have seen nothing thus far 
of the famed Lorelei, sitting on 
the rocks and presumably singing 
the Berchtesgaden Blues. 


' 


‘Blind 
Date 


(Editor’s Note: Westbrook Peg- 
ler, whose column usually appears 
here, is on vacation.) 


Originally, the invitation to the 
San Francisco Conference was is- 
sued by four sponsors to 40 na- 
tions;. subsequently the Argentine 
joined the “peace-loving” countries 
by declaring war upon Germany 


after that war is practically over. 


Poland, Switzerland, Portugal, 
Sweden and Spain have been 
omitted, as well as some of the 
liberated countries, such as Bul- 
garia and Romania. Finland, Lat- 
via, Lithuania have been omitted. 
India, which is British, and the 
Philippines, which is still Ameri- 
can, comes in as separate coun- 
tries. 

In a word, the San Francisco 
Conference will not represent all 
the nations of the earth, nor evén 
all the United Nations. 

The absence of Poland marks 
a breach of decency in the very 
invitation to the conference. Po- 
land was the first United Nation. 
Great Britain entered the war as 
an ally of Poland. iet Russia 
was at that time (September, 
1939) allied to Germany under the 
Stalin-Hitler alliance. Poland has 
continued to fight Germany to this 
day with a Polish army on the 
western front. 

Nations are divided into two 
groups: the sponsoring nations— 
the United States, Great Britain, 
Soviet Russia and China, and all 
others. France was invited to be 
a sponsoring nation but with char- 
acteristic French logic DeGaulle 
declinec to sponsor what he knew 
nothing about. 

So far as the small nations are 
concerned, it is a blind date. They 
come because they are asked, but 
they do not know what will be 
handed them on the Yalta salver. 

For instance, the essence of 
peace is the right of every country 
to territorial, administrative and 
cultural integrity. The Atlantic 
charter stands positively on this 
right which was emphasized in 
Woodrow Wilson’s 14 Points, par- 
ticularly in the point of self-de- 
termination. The Atlantic Char- 
ter says: 

“(Roosevelt and Churchill) re- 
spect the right of all peoples to 
choose the form of government un- 
der which they will live; and they 
wish to see sovereign rights and 
self-government restored to those 
who have been forcibly deprived 
of them;” 

The Dumbarton Oaks agreement 
says the same thing differently: 

“1. The (world) organization is 
based on the principle of the sov- 
ereign equality of all peace-loving 
states.” 

The rub here is the word “peace- 
loving.” How is that defined? 
Sweden, Portugal and Switzerland 
have been peace-loving for some 
three centuries, making war upon 
nobody. They, however, are not 
included in the San Francisco in- 
vitation. Poland, which is a vic- 
tim of aggression and on account 
of whom this war started, ig also 
not included. Russia, which made 
war on Poland in 1939, is “peace- 
loving,” but Germany, which sim- 
ilarly made war on Poland, is an 
“aggressor;” and Poland, on whom 
both made war, is apparently an 
“aggressor.” 

At Yalta, this 
further confused. 
port stated: 

“. . . This is a principle of the 
Atlantic Charter—the right of all 
peoples to choose the form of gov- 
ernment under which they will 
live—the restoration of sovereign 
rights and _ self-government to 
those peoples who have been 
forcibly deprived of them by the 
aggressor nations.” 

But suppose peoples have been 
deprived of their rights hy “peace- 
loving” nations, is San Francisco 
to recognize, confirm” and estab- 
lish that as international morality? 

The small nations of the world 
wonder about this because their 
own fate is involved init. Precise- 
ly what difference can it make to 
a country whether its conqueror, 
controller, master is defined as an 
“aggressor” or a “peace-loving” 
nation? San Francisco must an- 
swer that. 


question was 
The Yalta re- 
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life insurance. 
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DEPOSIT INSURANCE 


Sensible and Patriotic 


HE money you invest in life insurance does more than help to make 
your family’s future secure or provide for your owp old age. 
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The insurance company largely invests it in United States Govern- 
ment obligations. That helps to pay the cost of winning the war. It also 
helps to prevent inflation. 


Remember, ‘too, that your estate will need cash to pay taxes and other 
settlement costs. Extra life insurance will provide the cash, prevent sale 
of some of your investments at pessible sacrifice. 


You benefit yourself, your family, your country, when you invest in 
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“Remember that warm, soft mud last summer?” 
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THOMAS L. STOKES 


V-Bombs Constantly 
Rain on Antwerp 


ANTWERP, Belgium.—There is a lot of differ- 

ence in working af this great port which brings 

sa in such a tremendous load of supplies for the 
Allied armies and in working back home in any,of our great pro- 
duction centers—Detroit, Pittsburgh and the lfXe—or at any of 


our ports. 


Working conditions are different: 


in more ways than one. 


Thousands of* Belgian civilians 
and large numbers of American 
supply troops work -here along the 
miles and miles of docks which 
have been a daily target for 
V-bombs, both kinds, the V-l 
which makes a noise and the V-2 
which doesn’t. 


The V-1 bombs have been rain- 
ing in here from Holland for four 
months, ever since the port was 
put into eration after its cap- 
ture by th British. It is operated 
under joint control, about 70 per 
cent American, 30 per cent British. 


In the four months there was 
only one day when no V-bombs hit 
here. The loss of life and the dam- 
age have been high. Coming from 
a country where nothing like this 
ever happens — fresh from 


stand how they live and work un- 
der it, just as it is hard to under- 
stand, too, about London, which 
also gets them. The target in this 
city is more concentrated than in 
London. The chances of survival 
seem less. 


It is a nerve-wracking experi- 
ence to visit Antwerp. I confess it 
frankly and so do other Americans 
who come here. You learn, too, 
that it is trying for those who live 
and work here, though they go 
about their business normally, to 
all outward appearances. 


Everybody tells you about Ant- 
werp before you come here, which 
includes a nice case of jitters as 
you begin to get near the place. 
We went in by car. Hardly had 
we entered the city before we saw 
a crowd of people standing around 
a yawning hole in the street where 
a V-bomb fell the night before and 
knocked out part of a building. 


Not long afterward we passed 
another big hole. You try to take 
your mind off of it. But it always 
comes back to the gruesome 
thought that perhaps the next min- 
ute you won't be here; for the V-2 
makes no noise. It just strikes— 
and you are in eternity. It is 
diabolical and fiendish, this Nazi 
invention. 


Everybody recites the common 
saying until you wish they would 
hush: “If you hear it you're all 
right.” 

As you drive through the city, 
and particularly about the docks, 
you begin to calculate your 
chances. Now, you say to your- 
self, perhaps by turning down this 
street, as we did. instead of turn- 
ing down that, or inspecting this 
particular dock works instead of 
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LITTLE THINGS 
THAT MAKE A 
GOOD HOTEL..BETTER 
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Take for granted its ideal, 
mid-city location, its well- 
kept rooms; its fine service. 
You will be particularly 
pleased with the many extra 
“little things”’ that make for 
@ pleasant visit. 


21 stories of luxury. Bvery 
room with private bath 
and radio. 


*"Make reservations” 
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the | 
United States—it is hard to under- | 


that, as we first had intended to 
da, we are going to step right into 
one. Those things run through 
your mind. You can’t stop them. 


Americans who live here in Ant- 
werp take special delight, too, in 
pointing out where the bombs 
have hit. They also show you pic- 
tures. 


Only three came in during the 
four hours we were in the city. 
They were far off, a dull sound. 
We heard them. 


Yet the dock workers and the 
supply troops go right ahead about 
their business. When a V-bomb 
hits, they pitch right in and help 
to clear away the bodies and the 
damage. The Belgians regard this 
as a patriotic service, working 
here on the docks of this great 
port, which is a municipal enter- 
prise of which they are justly 
proud, 

They get the equivalent of four 
dollars a day for a seven-hour 
shift. The pay is known as “shiv- 
er money.” They also get a lunch 
ef soup and sandwiches in the 
middle of the day. Some of them 
come as far as 15 to 20 miles to 
their jobs, riding bicycles. 

For those who go to work at 6 
a. m. on the first of the two shifts, 
it means getting up at 2:30. 

This port operation here is mag- 
nificent.. Antwerp was the third 
port in the world, after New York 
and London. It_is living up to its 
reputation now in getting supplies 
through to the armies, as the rec- 
ords show. They come through 
here in a flood, and go out, day 
by day, on railroads, on barges in 
the Albert canal which feeds into 
this whole area, and by truck. 
The great business goes on in a 
space of 30 miles of docks. 

It is thrilling to see the Bel- 
gians, the British and the Ameri- 
cans doing this job under such 
handicaps. It makes complaints 
heard at home seem trivial. You 
realize what a strain it must be 
to work here; and you feel a sense 
of relief when you are finally out 
of Antwerp, out from under the 
threat which hovers over those 


ERNIE PYLE | 


Had Never Seen an Invasion Beach Like Okinawa’s 


OKINAWA—(By Navy Radio) 
Never before had I seen an in- 
vasion beach like Okinawa. 

There wasn’t a dead or wound- 
ed man in our sector of it. Medi- 
cal corpsmen were sitting among 
their sacks of bandages and plas- 
ma and stretchers, with nothing 
to do. | 


There wasn’t a single burning 
vehicle. Nor a single boat lying 


| wrecked on the reef or shoreline. 


The carnage that is almost inev- 
itable on an invasion was won- 


'derfully and beautifully not there. 


There was hardly anybody at 
all on the beach when we land- 
ed. The few assault waves ahead 
of us had pushed on inland. And 
all that cast welter of peopl. and 
machines that made a beach hum 
with work were still many waves 
behind us. 


The bulldozers and the jeeps had 
not yet arrived. There was no ac- 
tivity and hardly any-sound. It 
was almost as though we were the 
original explorers. 

Our little party, which was the 
regimental staff, moved to the foot 
of a bluff about 100 yards back 
of the beach. It was full of caves 
and our naval gunfire had made 
a rubble at the foot of the bluff. 
But several cave mouths still 
gaped open. 

We decided to set up there until 
the colonel could get the picture in 
his mind, through information 
brought by runners, of just what 
was going on. 

There were about a hundred 
men with us in addition to the 
officers. The men were under 
lst S. Anry Anderson, from Wash- 
ington state. The first thing Andy 
had them do was to make sure 
there were no Japs hiding in the 
caves to snipe on us, for the first 
waves had gone through too fast 
to clean everybody out—if any- 
body had been there. 

So they would sneak up on a 
hole, with rifles ready. Then 
Andy would take out a hand gre- 
nade and throw it into the hole. 
But the first one hit the edge of 
the hole and rolled down outside. 

Andy threw himself on the sand 
and all the rest of us lay flat. The 
grenade went off with a bang, but 
nobody got hurt. From then on 
we kidded Andy about the fine dis- 
play of Marine marksmanship he 
had given us, 

In addition to being great fight- 
ers, I believe the Marines are the 
friendliest bunch I’ve even been 
with. .I’ve never had any trouble 
with people being unfriendly, but 
these Marines seem to have it bred 
into them to be pleasant and to 
make you feel at home. 

Nothing like Okinawa had ever 
happened to them before. They’re 
accustomed to butchery on the 
beaches. They’d kept saying to 
me, “If you could just have been 
with us before we’d have shown 
you some excitement.” 

And I would reply, “Brother, 
I’ve had all the excitement I need 


BOB HOPE 
It Says Here 


The unions are picketing the 
Hollywood studios because of a ju- 
risdictional dispute and it'll be set- 
tled as soon as they can find some- 
body in Hollywood who can pro- 
nounce it. If film production were 
stopped, it would really slow down 
the war effort. After all how 
would Gen. Eisenhower know 
what to do next if he couldn't see 
those war pictures? 

The strikers threw a mile-long 
picket lime around one place and 
picketed it for two days. You 
should have seen how silly they 
felt when they found it. was only 
the back of Edward Arnold. What 
a mob of pickets at Paramount! 
That’s the biggest crowd I’ve seen 
in front of the place since I forgot 
to mail the monthly check to my 
relatives. Nobody knows whether 
Betty Grable went out /on strike 
or not. Anyway she came down to 
the studio with a couple of nice 
pickets. I’ve got a brother who’s a 
whale of a union man, It isn’t be- 
cause he doesn’t like toework, but 
he’s been striking since Samuel 
Gompers was in rompers. 


people constantly. 
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SELF-REGULATION 


Self-Regulation is a determined effort on the 
part of the brewers of America, through the 
United States Brewers Foundation, to see to 
it that their products are sold in surroundings 
in keeping with the ideals of a legitimate in-) 
dustry and with the tenets of good society. 

‘The idea is not new, not revolutionary. 
Organized baseball, the motion picture in- 
‘dustry, lawyers, doctors, among others, have 
found that control from within is the most 
effective means to an end. 

Here in Georgia, the Foundation has 
worked unflaggingly to keep retailing on a 
wholesome plane—and its efforts have not 
gone unrewarded. We insist that beer and ale 
be handled by reputable businessmen—and’we 
urge you, the public, to patronize only those 

who regard their retail beer permit 
as a privilege they will not abuse. 


No. 1 of a series 


UNITED STATES 
BREWERS FOUNDATION 


GEORGIA COMMITTEE 


MARVIN ALLISON, 


532 HURT BUILDING 


STATE DIRECTOR 
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for a lifetime. This kind of in- 
vasion suits me fine.” 


I started. wandering up and 
down the beach. One boy was 
carrying a little vase in his hand, 
saying, ““Here’s the first souvenir 
of Okinawa!” 


He was James Cosby, pharma- 
cist first class, of Cereal Spring, 
Ill. (All medical corpsmen with 
the Marines are actually in the 
Navy, you know.) He had found 
the vase lying outside one of the 
burial vaults. It had blue Japa- 
nese characters on it. 

Then I noticed a tall and heavi- 
ly laden Marine, carrying a big 
roll of telephone wire on _ his 
shoulders and leading a white 
nanny goat, tied to a string. I 
stopped him, and said, “Would you 
like to have you and-your goat in 
the newspapers?” 


He grinned and said, “Sure, why 
not?” | 4 ; 

He was Pfc. Ben Glover, of 
Baird, Texas. He was a telephone 
lineman at home, and that’s what 
he is here. Linemen are always 
among the first ashore. 

By evening of Love Day, scores 
of Marines had baby goats for 
pets and were leading them 
around, There are lots of goats on 
Okinawa and the littie ones were 
so white and so cute that we ani- 
mal-loving Americans couldn't re- 
sist adopting them. 

I saw one Marine who had com- 
mandeered a horse and had it 
carrying his pack. Another had a 
bicycle. By Love Day-plus three, 
I’m sure they’ll be carrying little 
Japanese babies on their backs. 
Americans are the damndest peo- 
oe Why can’t everybody be like 
them? 


DAMON RUNYON 
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Home Front Sacrifices, Too - 


For goodness sake, here is an- 
other fellow squawking about the 
greed and selfishness and the in- 
difference and the complacency 
and I do not know what all else 
of the home front. 


This time it is Capt. Eddie Rick- 
enbacker, the old-time flying fel- 
low, and it is only because of his 
past service in letting the sea gull 
light on his head, or whatever it 
was he did, that I refrain from 
giving him a sharp reprimand for 
his cracks, — 

For goodness sake, has Capt. 
Rickenbacker been yachting 
around on that raft in the Pacific 
ocean all this time that he does 
not know of the sacrifice on the 
home front, like, for instance, the 
way people have to wait for things 
to come back from the cleaners? 


This is because so many of the 
cleaners’ helpers have gone away 
to the war instead of staying home 
and helping with the cleaning, 
though how they expect us to 
have clean s, I am sure I do 
not know. 


Sometimes you have to wait for 
days and days to get something 
back from the cleaners and I want 
to tell you of a fate worse than 
death that befell a friend of mine 
in New York as a result of this 
Situation and Capt Rickenbacker 
—— of complacency, for goodness 
sake. . 

This friend-of mine spilt some 
wine on his dinner jacket one 
night and it left a stain so the 
next day he sent the jacket to 
the cleaners. He asked them to 
get it back to him in a week as 
he had a dinner engagement com- 
ing up in a home where dress has 
always been imperative except the 
night some years back when the 
host, during the absence of his 
wife, had a strip teaser in to en- 
tertain his guests and his old lady 
found out about it and hit him 
over the head with a rolling pin, 
only, of course, that is all some- 
thing else again. 

Well, on the appointed day,my 


friehd found his jacket had not 
been returned so he hurried to 
the cleaners and demanded to 
know what the hell was wrong 
and the cleaners said they simply 
did not have the help to get the 
job done because of the war, so 
my friend had to wear the jacket 
to the dinner witl. the wine stain 
showing as plain as anything. 

It happened that among the 
diners were some representatives 
of the guv’ment who had the plac- 
ing of certain war contracts from 
which my friend could not have 
swiped a lot of guv’ment money 
but they saw the wine stain -nd 
they probably said to themselves, 
this guy is a social bum. Anyway, 
he lost the swiping privilege and 
besides he has a permanent sense 
of humiliation because of the 
stain, and Capt. Rickenbacker 
talks of indifference, for goodness 
sake. 

I have no doubt he experienced 
some of the vexations o aiting 
while gliding about the ocegn that 
time, but what about the way our 
people right here in New York 
hav’ to wai‘ for taxicabs on rainy 
nights because the war has cut 
down the number of cabs. 

And for goodness sake, look at 
the hazards of riding in the cabs 
that are left which have become 
slightly broken down and spav- 
ined since the war prevents the 
operators from getting new parts. 
Why, I know a lady patriot who 
is home in bed suffering from hot 
bunions because the bottom of a 
cab she was riding in fell out and 
she had to run like the devil for 
blocks and blocks to keep up. 

If Capt. Rickenbacker wants 
some first-hand info on how the 
home front is making sacrifices he 
ought to try to get transportation 
by air, especially. on that line of 
his own, the Eastern Airways, and 
he will soon learn how us civilians 
have practically given up that con- 
venient and pleasant form of trav-. 
el in the interests of the war and 
because priorities are too tough to 
get, for goodness sake. 
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Baby's bath is on the dot... 


There’s loads of water, always hot! 


NEVER A BIT OF SKIMPING} 
For your automatic Gas 
water-heating system will keep 
all the hoc water you need 
—-constantly on tap! Make all 
your housework easier! 


% 


A 


ditioning unit. 


Yous kitchen will be cool and clean... with a 
new Certified Performance Gas range that would 
make any cook a good cook. Your silent Gas re- 
frigerator will keep more foods fresh longer. You'll 
even have weather “made to order”’—cool in sume 
mer, warm in winter—with your new Gas air cone 


This is the house 


that Gas runs! 


The Magic Flame That Will 
Brighten Your Future. 


, \ 
- 
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YES, through the magic of the flame that cools 
as well as heats, homes all over Atherica will be 
more comfortable and carefree—tomorrow. These 
houses that Gas runs are going to be more fun to 
live in than you ever dreamed possible. Fromni cel- 
lar to attic, housekeeping will be easier in count- 
less ways. Buy War Bonds NOW .. . and start 
planning for the day when your own family can 
live in a house that Gas runs. 


ATLANTA GAS eee eemany 
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—AND HE'S ‘NO BANKER’ 


‘Not an Applicant 
For U. S. Job ---Arnall 


Gov. Arnall has announced that he is “not an applicant for any 


job in Washington.” 

In his first public statement on 
reports that President Roosevelt 
might offer him the post of fed- 
eral loan administrator, Arnall 
Said yesterday that he is “no 
banker” and added: 


“I have an excellent 
Georgia, and I’m thoroughly en- 
joying that job.” 

Although his statement indicates 
he has no desire for a federal po- 
sition, it nevertheless leaves the 
way open for him to accept one 
should it come his way. 

The Governor, vacationing at 
Sea Island, made the announce- 
ment through his office staff at 
the state capitol after The Con- 


job in| 


stitution had requested a state- 
ment from him on the reports. 
The federal loan administrator’s 
job, made vacant recently by the 
/resignation of Judge Fred Vinson, 
‘carries with it almost complete 
‘control of the government’s vast 


|}ending agencies. 


Arnall has been approached on the 
job, but trustworthy sources in 
Washington last week reported the 
President was prepared to offer 
it to him. 

Gov. Arnall, already a national 


spotlight further April 13 when he 
makes one of the principal Jeffer- 
son Day addresses at a $100-a-plate 
dinner in Washington. 
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WFA Probers Promise Action 


Against Illegal 


With the tremendous upsurge 


Slaughtering 


in black marketing of meat in 


Atlanta which is seriously disrupting trade channels and threatening 
the health of customers of black market butcher shops, the investi- 
gating service of the War Food Administration has announced string- 


ent measures to throttle the source of the black market—illegal and 


unsanitary slaughters. 


Mrs. J. T. Mundy 
Dies; Wite of . 
Rail Conductor 


Mrs. Agnes Wooten Mundy, 59, 
of 874 Boulevard circle, N. E., 
wife of J. T. Mundy, Southern 
Railway conductor, died yesterday 
in a private hospital after a short 
@llness. 

Funeral services will be held at 
3:30 p. m. tomorrow at Spring 
Hill, with the Rev. J. Omer Jones 
officiating. Burial will be in West 
View cemetery. 

In addition to her husband, she 
is survived by four brothers, A. H. 
Wooten, of Atlanta; Omer Ii. 
Wooten, of Milledgeville; E. L. 
Wooten, of Plant City, Fla., and 
Jassie Hugh Wooten, of Lumber 
City; a sister-in-law, Mrs. K. H. 
Wooten: a brother-in-law, N. C. 
Randall, and several nieces and 
nephews. 

Born in Lumber City, she had 


Violators of WFA sanitary regu- 
lations. and standards face a fine 
of $10,000, or imprisonment, or 
both, H. S. Patterson, compliance 
officer in charge of the southern 
field office of the WFA investiga- 
tory service, announced. 

Investigators for the WFA in 
recent visits to more than 200 
Georgia-licensed slaughterers dis- 
covered that 89 were operating be- 
low WFA standards. The investi- 
gators found many cases of “shade 
tree slaughtering,” in which cat- 
tle are butchered in the open, and 
other cases where livestock is 
slaughtered in sheds which are in- 
fested with rats, vermin, flies and 
roaches. 

Warning letters were sent to 
each of the violators, and failure 
to correct unsanitary conditions 
will result in fines and imprison- 
ment, Patterson said. There are 
865. licensed slaughter houses in 
Georgia with almost 50 per cent 
of those investigated falling below 
standards. The investigation only 
covered about one-fourth of the 
total of licensed slaughter houses 
in the state. 

Patterson hit at Atlanta butch- 


-jived here for many years. Mrs. 
Mundy was a member of the. 
Methodist church. 
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Baptist Board Names 
New Missionaries | 


The Home Mission Board of the 
Southern Baptist Convention has 
announced the appointments of 
10 new missionaries in five south- 
ern states, said Dr. J. B. Lawrence, 
executive secretary-treasurer, yes- 
terday. 

Those named for the posts in- 
cluded the Rev. Pantaleon Molina, 


ers involved in black market op- 
erations when he announced, “Sev- 
eral instances have come to our 


attention where Atlanta butchers 


who operate retail shops, slaugh- 
ter cattle for their own supply 
without regard for WFA regula- 
tions. Any such cases from now 
on will be prosecuted.” 

OPA officials, who announced a 
drive Saturday against upgrading 
of meat, charging over ceiling 
prices and the selling of meat 
without ration coupons, have no 
jurfsdiction over the distribution 
of meat and the conditions under 
which it is slaughtered. 


of Pearsall, Texas; Miss Maryona 
Pucciarelli, of Tampa, Fla., the} 
Rev. and Mrs. Felix Beccera, of | 
Navasota, Texas; the Rev. and | 
Mrs. Victor Kanuebbe, of Okla-| 
homa City, Okla., 
Elmer Carter, of Gillespie, Ill. 
Appointed city mission superin- 
tendents were the Rev. George G. 
Threadgill, of St. Petersburg, Fla.; 
the Rev. W. Don McClellan, of Mi- 
ami, and the Rev. A. L. Gatewood, 
of New Orleans. Dr. Lawrence 
also said that 19 Southern Baptists 
ministers were appointed to chap- 
laincies during March. 
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Mrs. Bert Collier 
Dies in Miami 
Mrs. Sara Fincher Collier, 42, 
of Atlanta, died unexpectedly 
Sunday in Miami while visiting 
her husband, Bert Collier, public- 
ity secretary of the Dade County 
War Chest and formerly with the 
Atlanta Journal. Funeral serv- 
ices will be held today in Miami. 
For the past three years, Mrs. 


Collier had been employed by the 
Federal Reserve Bank in Atlanta. 


— ee ee 


CONCRETE 


Driveways—Walks 
Steps—Wallis | 
Tile Floofs | 
Basements Modernized | 
W ater proofing | 
_Monthly terms if desired 


MORRIS CONTRACTING CO. 


553 COURTLAND. N. E. VE. 8831 
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Ease Headaches 
Soothe Nerves 


The quick-act- 


formula work ex- 
tra-fast to ease 
headaches and 
sooth nerves up- 
set by minor | 
llieie ibe or Shc ainea. Use only 
or 25c & se oO 
as directed. Consult a physician 
when pains persist. 
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Dahlonega Leader, 


Fred Jones, Dies 


DAHLONEGA, Ga., April 9.— 
Fred Jones, of Dahlonega, died in 
an Atlanta hospital today after an 
illness of several weeks. 

Mr. Jones was operator of the 
Dahlonega-Atlanta bus line, one of 
the oldest operators in the state, 
and he had served several terms 
in the state legislature as repre- 
sentative from Lumpkin county. 


interests. 
Funeral services will be held at 


‘the Dahlonega Methodist church 
Wednesday afternoon, with burial 


at Jones’ chapel. 

Survivors include his wife and 
mother, Mrs. H, G. Jones, of Dah- 
lonega; three daughters, Lanelle, 
of the WAVES, stationed at Sack- 
sonville, Fla.; Martha Sue, serior 
cadet nurse at Lawson General 
hospital, and Betty, of Dahlonega; 
one son, Fred Jr., U. S. Navy, with 
the Atlantic fleet; two sisters, 
Mrs. Bessie Lewis, of Ogden, 
Utah, and Mrs. Mamie Eidman, of 
Mineral Wells, Texas; one brother, 
Capt. John R. Jones, of Camp 
Plaucag, La. 


" DESTROY 


ROACHES 


Peterman’s Roach Food is quick 
death to roaches. It kills by con- 
tact or swallowing. Effective 24 
hours a day. No odor. Over 
1,250,000 cans of Peterman’s sold 
last year. Get it at your druggist’s. 


PETERMAN'S 


Fort Leavenworth 


LEAVENWORTH, Kan., April 9. 
(4#)—Five prisoners at the Army 


been detailed to police the greens. 


| An Army carbine and five of- 
ficers’ uniforms disappeared at the 


time of the escape, which was 
made in an Army automobile, the 
public relations officers said. 

The fugitives identified included 
Pat L. Hardeman, 22, Thomas- 


ROACH FOOD 


ton, Ga., and Clifford J. Meeks, 
20, Atlanta, Ga. 
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figure, will be projected into the | 


It is not definitely known that | 


Tech Seeking 


He was local Chevrolet dealer and | 
owner of extensive . agricultural | 


nie, 


| hospital, 
_at Spring Hill. 


disciplinary barracks escaped this | 
‘afternoon from the Fort Leaven- 
‘worth golf club, where they had_/|§5. 


PRIVATE BUCK .... | 


4-10 


anna 


“I just happened to think of another time, girls—I was 
all‘alone in the Ardennes Forest!” 


‘May Quits NAM 


Re-establishment In Labor Rift 


Of $50,000 Fund | 


' 


Armand May, president. of 
American Associated 


disclosed his resignation yesterday 


Another $50,600 for resurfacing| from the National Association of 


31 residential street stretches in 
Atlanta will be sought at city coun- 
cil’s finance committee meeting at 
2 p. m. today at which a strong 
delegation of Georgia Tech alumni 
will urge the city to re-establish 
the old custom of allocating $50,- 
000 annually to Tech. 

Clarke Donaldson, city construc- 
tion chief, and Alderman Ed A. 
Gilliam, chairman of council’s fi- 
nance and public works commit- 
tee, have prepared the new street 
list, which will be executed by the 


city if the mayor and council ap- 
prove the new program. 

The stretches are _ scattered 
throughout the city, and Donald- 
son said they are urgently needed 
and will do much towards recon- 


ditioning residential districts on ' 
. 

res GOL. Chris Ford 

and Frank UH.) 


which little work has been done 
since the war: began. 

Dr. Blake R. VanLeer, 
new president, 
Neely, president of the Georgia 
Tech Alumni Foundation, Inc., will 
head the Tech alumni who will 
insist that the city increase its 
present $5,000 a year to Tech to 
the $50,000 annual predepression | 
figure. 

Approximately $750,000 worth 
of new street resurfacing and new 
bridge construction already are 
under way or are being prepared 
for contract letting. Gilliam and 
Donaldson hope the figure will 
reach $1,000,000 before the end of 
the year. This would represent the 
largest street improvement outlay 
ever made in Atlanta without bond 
funds. 


Clyde 0. Smith, 55, 
Found Dead Here 


Clyde O. Smith, 55, of 320 Crew 
street, S. W., was found dead early 
yesterday in the bathroom at the 
rooming house where he lived, ac- 
cording to a police report. The 
body was removed to the mortuary 
of Awtry & Lowndes, where an 
inquest will be held, Mrs. Paul 
Donehoo, Fulton county coroner, 
said. 


MORTUARY 


NELSON. 


JULIUS A. 

Funeral services for Julius A. Nelson, 
72, of 2167 East Lake road, president of 
the Cotton Trade Rating Company here, 
who died Saturday in Columbus, Miss., 
were held at 5 p. m. yesterday at Trinity 
Chapel. Private burial services were held 
in Decatur cemetery. 


MRS. WILLIE A. HANCOCK, 

Mrs. Willie A. Hancock, 69, wife of G. 
N. Hancock, of 440 Cooper street, S. Wi, 
died Sunday in a private hospital. Serv- 
ices will be held at 2 p. m. today at the 
chapel of J. Austin Dillon Company. The 
Rev. Sidney A. Gates will ,officiate. 
Burial will be in Greenwood. In addi- 
tion to her husband, she is survived by 
a son, W. E. Hancock, of Atlanta. 


SGT> A. B. McKENNIE. 
Funeral services for Sgt. A. B. McKen- 
of the United States Army, retired, 
who died Sunday at Fort McPherson 
will be held at 2 p. m. today 
Chaplain Frederick W. 
Hunt will officiate. Burial will be in 
National 


MRS. JOAN ATCHLEY. 

Mrs. Joan Atchley, 72, of 1095 Hill 
street, S. E., died Saturday at the resi- 
dence. Services will be held at 10:30 a. m. 
today at the chapel of J. Austin Dillon 
Company. The Rev. Harry L. Smith will 
officiate. Buria)] will be in Marietta cem- 
etery. She is survived by four daugh- 
ters, Mrs. Marion Yarbrough and Mrs. 
Weyman Price, both of Atlanta: Mrs. 
Marshall Gregg, of Marietta, and Mrs. 
Elmer Cornes, of Chattanooga, and a 
son, Jesse Lee Atchley, of the Navy. 


MRS. FORREST F. HAMMETT. 

Mrs. Forrest F. Hammett, 29, of 339 
Capitol avenue, S. W., died Saturday at 
a hospital here. Services were held yes- 
terday at the chapel of J. Austin Dillon 
Company. The Rev. L. E. Smith offi- 
ciated. Burial was in Hill Crest ceme- 
tery. She is survived by her husband, 
her mother, Mrs. Fannie Wyatt, of At- 
lanta, and three sisters, Mrs. Ralph Moss, 
Mrs. Lucille Sims and Mrs. John Moody, 
all of Atlanta. 


JULIUS WILSON BAILEY. 

Julius Wilson Bailey, 69, died yes- 
terday at the residence, 1920 Dixie street, 
E. Services will be held at 2 p. m. 
today at the McDonald Memorial church. 
The Rev. W. L. Ross and the Rev. Camp 
Thompson will officiate. Burial will be 
in Antioch, Baptist churchyard under the 
direction of Awtry wndes. Surviv- 
ors include his wife, Mrs. Artelia Bailey; 


the Marietta cemetery. 


two sons, W. J. and J. C. Bailey, of At- | 


Mrs. 
Ss. 


L. Wool- 


lanta; . 
cC., and two 


bright, 


a daughter, 
of Townsville, 


| 


| dential citation. 


brothers, Paul Bailey, of Rome, Ga., and | 


Jim Bailey, of Aragon, Ga. 


MRS. J. E. HARPER 
J. E. Harper, of 
street, N. E., died yesterday at the resi- 
dence. Funeral arrangements will be an- 
nounced by H. M. Patterson & Son. Sur- 
viving are four daughters, Mrs. H. M 


Mrs. 


Abercrombie, Mrs. Charles C. Cross, ‘Mrs. | 
Wootan, | 


W. A. Richardson and Mrs. J. W. 
all of Atlanta; a son, Chief Petty Officer 


E. Harper, of the Navy; a sister, Mrs. | 
a., 


C. L. Hogg ,of Opelika, Ala., and a broth- 
er, T. O. Callaway, of Atlanta. 


Did John L. Sullivan Fight 


With Stomach Ulcer Pains? | 


The famous neavyweight champion was 
noted®as a voracious eater. ould he 
have eaten and fought as he did if he 
suffered after-eating pains? Don't neglect 
stomach or ulcer pains, indigestion, gas 
pains, heartburn, burning sensation, bloat 
and other conditions caused by excess 
acid. Get a 25c box of Udga Tablets 
from your druggist. First dose must con- 
vince or return box to us and get DOU- 
BLE YOUR MONEY BACK.—(adv.) 


a 
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Manufacturers because of the 
NAM’s refusal to indorse a recent- 
ly drawn up labor-management 
charter. 

This action, May said in a letter 
to NAM President Ira Mosher, “‘is 
further proof that present leader- 
ship of the NAM does not repre- 
sent the rank andgfile of American 
manufacturers afd members of 
the NAM.” 

May said that the charter repre- 
sented “real progress” in _ labor- 
management relations and added 
that Mosher’s refusal to support it 


‘is “definitely deleterious to the in- 


terests of the public, of industry 
and labor.” 

“Finding fault with our govern- 
ment,” he said, “has been a con- 
sistent policy of the NAM.” 


Dies at Lawson 


Lt. Col. Chris W. Ford, 52, re- 
tired, died last night in Lawson 
General hospital after an 11-month 
illness. 

A native of New York city, Col. 
Ford served with the Lafayette 
Escadrille in the first World War 
and won the Distinguished Service 
Cross. He came out of the war as 
a 23-year-old major and decided to 


stay with the Army. He served in| 
the Philippines from 1934 to 1937, | 
and later was commanding officer 


of the Atlanta air base. 

He is survived by his wife, the 
former Ruth Carter, whom he 
married in 1941, and four children 
by a previous marriage, Chris 
Ford Jr., Miss Marion Ford, Miss 
Betty Ford and Cadet Dick Ford. 

Burial will be in Arlington cem- 
etery. 

Atlantan Helps Free 
4 s 

Slaves of Germans 

Cpl. Junius Davis, whose wife 
resides at 979 Hill street, Atlanta, 
was among the troops of Gen. 
Simpson’s Ninth Army who liber- 
ated several thousand slave labor- 
ers from a German prison camp, 
according to an Associated Press 
dispatch from Essen, Germany. 

Cpl. Davis is the brother of the 
late Doug Davis, pioneer Atlanta 
acrobatic aviator. He was recently 


awarded the Purple Heart and the 
Bronze Star Medal, 


employe. 
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Dr. Carroll Downey, 
Of Tallapoosa, Dies 


Dr. Carroll William Downey, of 


Tallapoosa, Ga., died Sunday in| 


an Atlanta hospital. The body will 
be takn to Landrum, S. C., for fu- 
neral and burial. 

He is survived by three daugh- 
ters, Mrs. L. Downey Slahive) of 
Americus, Ga.; Mrs. C. C. Johnson, 
of Richmond, Va., and Mrs. H. 
L. Matthews, of Chattanooga, and 
five sons, Atwood and Garland 
Downey, both of Tallapoosa, and 
Marion, Roderick and Dr. William 
P. Downey, all of the Navy. 


Liberty Vessel Wins 
‘Gallant Ship’ Award 


NEW YORK, April 9.—(4)—The 
Liberty ship S. S. Samuel Parker, 
which has been termed one of the 
“most hit” ships still in service, 
today became the first American 
merchant vessel to be cited as a 
Gallant Ship. The Gallant Ship 
award was authorized by presi- 


SURROUNDED 


Manhattan is an island sur- 
rounding The Toft. The Taft 
surrounds you with comfort! 


2000 ROOMS, BATH AND RADIO 


HOTEL svrreo cows, moe 


TAFT 


arsonst NEW YORK'9 


AT SOth ST. 
TIMES SQUARE AT RADIO CITY 


~ BING & BING MANAGEMENT 


‘they are 
with older men,” 
Industries, | 


‘have to be mighty hungry to eat 


according to | 
his wife, who is a Delta Air Line} 
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Tower Food 


Branded as 
Untit To Eat 


Thirteen federal prisoners held 
at Fulton county tOwer pending ar- 
raignment or transfer have brand- 
ed the jail’s food umfit to eat in 
a letter to Federal Judge Under- 


wood, They also complained that 
they are not fed enough to satisfy 
their hunger and that juvenile of- 
fenders were lodged with adult 
prisoners. 


Underwood turned the letter 
over to United States Attorney 
Neil Andrews, who forwarded it 
to the attorney general in Wash- 
ington. Should the charges be in-| 
vestigated and found true, the at-| 
torney general could order that no | 
more federal prisoners be sent! 
there. | 

Sheriff “Bud” Foster and Chief | 


; 
j 
| 


Jailer Hugh Cromer denied the, , 


charges. They said that they be- | 
lieved the complaints’ resulted | 
from a shortage of beef and other | 
meats. | 
SUBSTITUTE MEATS | 

“It’s been about three weeks | 
since we have been able to buy) 
any beef,” said-Cromer, “and we 
have beer Substituting liver and) 
other meats. There’s ‘nothing 
wrong with the food—lI eat it my- 
self.” 

In resposse to charges that ju- 
venile offenders and/federal pris- 
oners are lodged together, Cromer 
stated that he hadtried separat- | 
ing the young'perSoners, and found 
that it was unsatisfactory. 

“They behave a lot better when | 
in the same cell block | 
he asserted. 

At the Tower last night, sev- 
eral of the prisoners who signed | 
the letter statedithat they “would 
go hungry if they did not have 
money to buy sandwiches and soft 
drinks from a rolling concessions 
stand which visits the cell blocks 
twice daily. 

“The food is mighty bad,” one 
charged, “It’s all mixed together 
—syrup and gravy, and some 
bread thrown in with it. You'd 


it. I realize groceries are high and 
hard to get, but the food could still 
be cooked better than it is.” 

LUNCHEON MENU | 

The jail’s luncheon menu for 
the week of March 6, a typical 
week, ran as follows, according to 
Jim Thomas, engineer and stew- 
ard: Monday, souse meat and 
mashed potatoes; Tuesday, cab- 
bage and mashed potatoes; Wed- 
nesday, hamburger, rice and 
gravy; Thursday, navy beans and 
prunes; Friday, beef stew; Satur- 
day, cheese and macaroni. 

The breakfast served to inmates 
consists of sausage, grits, coffee, 
gravy and syrup, Thomas said, or 
similar items. On Sunday, the 
breakfast meal usually consists of 
eggs, pan sausage, coffee, grits 
and gravy. Each prisoner receives 


| Africa Minister Dies 


2 TIBETANS FOUGHT ON BOTH SIDES 
FOR 5 YEARS, BUT DIDN'T KNOW WHY 


WITH THE CANADIAN FIRST ARMY, April 9.—(4)—Two 
Tibetans learned today what this war is all about—after 
having fought in it—on both sides—for five years. 

They set out on a walking tour of Russia five years ago. 
Promptly they were drafted into the Russian army, captured 
by the Nazis and thrust into the German army. 

Through it all, because they could find no one able to speak 
Tibetan, they didn’t know what natiéns were fighting, or why. 

Then they were captured by Canadian troops, whose lin- 
guists were baffled until someone finally found a sergeant 


who'd been to Tibet. He told 


them what goes on, 


five biscuits with his breakfast 
every day, he added. 

Supper each day consists of a 
large cup of milk and two muf- 
fins, with gingerbread substituted 
twice a week, Thomas said. 


OPA To Check 


Retail Grocers 
In May, June 


Retail grocers in the southeast 
will be surveyed during May and 
June by OPA to determine wheth- 
er they are selling foods at the 
correct ceiling prices under the 
proper group classification. 

Group classifications for 1945 
are based on 1944 volume of busi- 
ness, OPA said, warning retailers 
that they may find themselves in 
a different group this year, sub- 
ject to either higher or lower ceil- 
ing prices. 

Group one consists of independ- 
ent stores with’annual sales of 
less than $5,000; group two, inde- 
pendent stores with a gross vol- 
ume of between $50,000 and $250,- 
000; group three, stores not “in- 
dependent” whose annual gross 


sales are less than $250,000; group | 


four, all stores, including. inde- 
pendent, whose annual gross sales 
are more than $250,000. “Inde- 
pendent” stores are those which 
are not one of four or more under 
one ownership, with combined an- 
nual gross sales of more than 
$500,000, OPA explained. 

During the May-June survey, 
stores which are wrongly classi- 
fied inte higher groups -will be 
subject to sanctions and possible 
enforcement action, OPA said. 


WASHINGTON, April 9.—(UP) 
Dr. Stepanus F. N. Gie, 61, Union 
of South Africa minister to this 
country and a delegate to the San 
Francisco conference, died late to- 
day of cerebral hemo ge. 


Constitution Want Ads _ save 
money on household goods, office 
equipment and building materials. 


Blankenship 
Slated for 
Tax Assessor 


Whitfield N. Blankenship, inves- 
tigator in the city tax office, will 
be nominated to fill the unexpired 
term of the late Joe C, Little, tax 
assessor, when council convenes 
Monday. 

Councilman Ralph Huie, chair- 
man of the tax committee, said 
last night that Blankenship will 
have the unanimous backing of 
the tax group, and that sufficient 
additional votes already have been 
pledged to assure his election. 

Blankenship has been employed 
by the city for approximately 18 
years and holds a key position in 
the tax office, where he is regard- 
ed as one of the mainstays. He 
has been orfe of the most trusted 
lieutenants of the division for 
years and has had wide experience 
in city fiscal problems. 

Little’s term would have expired 
July 1, 1946, and under the city 
charter his successor would have 
been elected by council on the first 
Monday of June, 1947. His death, 
however, leaves a vacancy for the 
unexpired term. 

Blankenship lives with his fam- 
ily at 669 Kennesaw avenue, N. E. 
He and Mrs, Blankenship have 
two sons, Lee, 14, a student of 
Tech High school, and James, 11, 
who is in the elementary grades. 

“We feel that the elevation of 
Mr. Blankenship would be a de- 
served promotion of a man who 
has served faithfully and efficient- 
ly,” Huie said. “I am confident 
that my colleagues in council rec- 
ognize his abilities and the de- 
sirability of recognizing merit. We 
already have sufficient votes to as- 
sure his election.” 


CINDERS for Driveways 


Pau White 


and has for over 20 years! 


Polio Quarantine 
AtFort McClellan 


FORT McCLELLAN, Ala., April 
9—(?)—A quarantine affecting 
about one-third of all the military 


units at Fort McClellan went into 
effect today as a new case of polio- 
myelitis (infantile paralysis) was 
diagnosed and another potential 
case was placed under observation, 
the public relations office an- 
nounced. 

The measure was described as a 
“working quarantine” which will 
permit training and induction ac- 
tivities to be continued. 


“Herd up” that used stove, heat- 
er, fur coat, radio, gun, etc., and 
“corral” cash by advertising them 
= “4 Want Ads of The Consti- 
ution. 
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OPTOMETRISTS & OPTICIANS 
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ration helps bring ease and comfort 


to expectant mothers. 
J gee FRIEND, an 
repared emollient, is useful in 
— tions where a bland, mild 


medium in skin lubrication is 
One condition in 
than 70 
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“Our Roofs—Our Proofs” 


Applicators and Repairers of All Types of Roofing 


WHITE ROOFING CO., 97 ALABAMA ST., 


Ereeted on the Acropolis 
in the time of Pericles, 
the Parthenon is the eul- 
minating masterpiece of 
Greck architecture. 
After nearly 2400 years, 
ite exquisite structural 
perfection hae never 
been surpasecd. 
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Miss Faye Hollis 
Becomes Bride o! 
Dr. Ben H. Cliftor 


Paramount interest is centere. 
today in the announcement mad 
by Mr. and Mrs. Marcus J. Holli: 
of Rutledge.. of the marriage o 
their daughter, Miss Marcia Fay 
Hollis. to Dr. Ben Hill Clifton, o 
Atlanta. 

The marriage was solemnize 
on April 7 in the chapel of th: 
Gienn Memorial church by th: 
Rev. Edward G. Mackey in th 
presence of the immediate fami 
lies. 

The bride wore a blue dress 
Maker suit with black accessories 
and a shoulder spray of orchids. 

Mrs. Clifton is a graduate of 
Madison High school and attended 
the University of Georgia. She 
has been associated with the Ful- 
ton County Medical Society for a 
mumber of years. 

Dr. Clifton graduated from Em.- 
ory. University. He is affiliated 
with’ all the hospitals of Atlanta, 
and is chief of surgical service at 
Grady hospital. He is also a past 
president of the Fulton County 
Medical Society. 


PERSONALS 


Mrs. Alexander McLanahan will 
return to her home in New York 
tomorrow after a visit to her moth- 
er, Mrs. Fort Land. En route home 
she will stop in Warrenton, Va., 
for a visit to Mr. and Mrs. Walter 
Chrysler Jr. at their home, North 
Wales. She will be joined in War- 
renton by Mr. Lanahan. 


Mrs. Charles Baxter Jones, of 
Chicago, Ill., is visiting her moth- 
er, Mrs. E. Bates Block, on Peach- 
tree street. 


Judge and Mrs. J. T. Stokely 
have returned to Birmingham, 
Ala., after visiting Mr. and Mrs. 
Edward D. Smith on West Pace’s 
Ferry road. 


Mr. and Mrs. George Klinfelter 
‘have returned to their home in 
Baltimore, Md., after visiting Mr. 
and Mrs.. Herbert D. Oliver on 
East Pine Valley road. 


Mr. and Mrs. Sidney Prince 
have returned to Washington, D. 
C.. after visiting Mr. and Mrs. 
Rembert Marshall. 


Miss May Haverty is at Hotel 
Waldrof-Astoria in ‘New York. 


Miss Margaret Douglas Block 
has returned home after spending 
two weeks with her uncle and 
aunt, Mr. and Mrs, Hugh Bancker, 
on Seventeenth street. 


Jack Glenn and his brother, Al- 
gton Glenn, have recovered from 
tonsil operations at Emory hos- 
pital. 


Mrs. Louise de Rosset returns 
' Friday to her home-in New York, 
after’ spending several months 
with her sister, Mrs. J. B. Peschau, 
on Bolling road. 


Dr. and Mrs. C. A. Rhodés and 
daughter, Mrs. Eugene Smith, 
leave tomorrow for Clearwater, 
Fle. where they will spend two 
weeks. 


Rudolph Kratina left last week 
for Raleigh and Durham, N. C., 
where he will play in four con- 
certs with the orth Carolina 
Symphony orchestra, 


Mrs. Roy Hill, of Thomasville, is 
the guest of Mr. and Mrs. Walter 
Hammond on Roxboro road. 


Bob Griffiths, son of Mr. and 


Mrs. R. S. Griffiths, is ill at Emory 
University hospital. 


C. C. Foulkrod is convalescing 
from a recent illness at his home 
on Ninth street. 


Miss Margaret Bullock has re- 
turned to Cordele after spending 
several days in the city. 


Mrs. Annette Peeples Dickey has 
returned to Chattanooga, after vis- 
iting her sister, Mrs. Peeples Rog- 
ers, at the Georgian Terrace. 


Miss Margaret Blosser, of Provi- 
dence, R. I. is visiting Mrs. 
Charles F. Hoke and Miss Angie 
Blosser at their home on Myrtle 


street. 


Mrs. Charles E. Draper, of Port- 
farid, Ore., is visiting Mrs. Wil- 
liam H. Mills at her home on Elm- 
wood drive, en route to visit rela- 
tives in Macon and Jacksonville, 


Florida. 


Mrs. Harry C. Abell, of New 
York, is visiting her brother and 
sister, Mr, and Mrs. Dana Kil- 
crease, on Pinetree drive. 


service Star Legion 
Will Meet Today 


The Atlanta and Fulton county 
chapter of Service Star Legion 
will meet today at 2:30 o'clock at 
the home of the president, Mrs. 
J.C. Mellichamp, 699 Piedmont 
avenue. 

Mrs. Charles J. Foster, hospital 
chairman, and Mrs. Minnie McD. 
Vandiver, chairman of relief, have 
been very active during the 
month. Flowers and magazines 
have been taken to the hospital 
a number of times and $10 given 
at Easter for the emergency fund, 
and $10 for the pantry, besides a 
Small pantry shower. A half-dozen 
small feather pillows will add 
comfort to the wounded patients. 
Ten vases were given to Hospital 
No. 48, to be used in the surgical 
ward, ir honor of a beloved mem- 
ber, Mrs. John M. Slaton Sr. 

One hundred and fifty flags 
were placed on Pershing Point on 
Army Day, honoring the heroes 
of World War I, and the soldiers 
fightin World War II. Lt. 
Frances Hatcher, of the recruiting 
office = the Marine Corps, wil] 

e movie, “How Pr 
We Serve.” sm 54 

Mrs. Laura B. Loftis, chaplain, 
end Mrs. Arthur Lee McCoy’ will 
_ co-hostesses fot the social half 

our. 


- 
Hammond-Hand 
Mr. and Mrs. Walter Hammond, 
of Atlanta and Thomasville, an- 
mounce the marriage of their 
we — Atkinson Ham- 
mond, to wrence Nelson Hand, 
of Garrettsville, Ohio. 
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ICE CREAM SUITS FOR SUMMER 


TOP THEM WITH A GENUINE 
PANAMA. THE BAND, LIKE THE SUIT, IS 
PALM BEACH. THE COMBINATION IS A 
WONDERFUL SUMMER DISH! 


Palm Beach Suits by Sacony ... Gold, brown, black, aqua, coral, white, natural, 22-98 


The Hats, genuine Panama, 7.95 to 14.95 


TO AMUSE 


US TODAY 


Downtown Theaters 


aro ‘When Strangers Mi arry,”’ at 
1:25. 3:50 6:15. 8:40. ot} Si in 
oe at 12:09 2:34. 4:59. 7:24. 
9.44 
Frox-—* the Giris.” Veronica 
Tufts. Eddie Bracken, 
etc.. at 1:20. 3:23. 5:26, 7:29. 9:32. 
LOEW'S GRAND—‘“Music for Millions,” 
Margaret O'Brien. Jose Iturbi, Jim- 


Bring on 
Lake. Sonny 


| 


RUSSIANS 32 MILES 
_ TO BERLIN 
ALLIES 124 MILES 

TO BERLIN - 
WARNERS 2 DAYS TO 
HOTEL BERLIN 
Starts THURS. 


PARAMOUNT 
THEATRE 


| 
| 


* 


Support Your Red Cross Drive 


Atianta’s Finest Theatres 


“Home of Academy Winners” 


A Musical Pin-Up Show! 


james OUNN 


A Woman of Many Leves! 


HEDY LAMARR 
GEORGE BRENT 
PAUL LUKAS 


“FURY IN a 
' 
Fox News—" ‘Attack on Rywkyu” 


—Starts THURS.— 
Viekl Baum's 


“HOTEL BERLIN” 
Feve Emerson @ Heimut Dantine 


Hollyw 


Pee pony 


—Starts T u 
Ladies of Washington” 
Trudy Marshall and ‘Shadow 
Suspicion” with Marjorie Weaver — | 


eh Se ee oe ee 


Bas 
CENTER’ ‘You Can't Ration Lave” 


my er etc., at 11:20, 1:55, 4:35. 
7:50 a 9: 50. 
PARAMOUNT — “Experiment Perilous,” 
Hedy Lamarr, Paul Lukas and George 
Brent, etc., = 11:20. 1:22, 3:24, 5:25, 


7:28 and 98:3 
RIALTO— ‘Strange, Oiusions” 
11, 12:57. 5:38. 7:45 
on auat at 3:01, 


on screen 
and 9:52. 
5:08, 7:15 


’."She Gets Her Man” at 11:09, 
1:35. 3:57, 8°21. 8°45 Aa Lady” 
at 12:35. 2:47. 5:11, 7:35. 9:59. 
RHODES—“This Man's Navy ' Wallace 
Bee etc... at 3:05, 5:1lv, "5. 15, 9:25. 
cae ~ “Ghost Guns’ ano “Submarine 
as 


and 


“Cry of the Werewolf.’ 


« Night Spots 


| ANSLEY HOTEL—Rainbow Roof—Din- 
ner-dancing from 6 p. m. to midnight. 
Johnny Morris and his orchestra. Ow! 
Room. 12 to 2? and 4 to 7, featuring 
Curly Hicks Trio 

HENRY GRADY —Paradise Room—Don 
Grimes and his orchestra Dancing 
nightly Flopr shows at lunch. din- 
ner Vicki“ Nevada, Jack Almond, 
Freddie my featured in Dogwood 
Room. 4 to 7 

JENNINGS ROSE.  ROOM— Dining and 
dancing nightly at 8 to 12, with 
Tommy Rosen ana his orchestra 


 ANCHORAGE—i(Clermont Hotel) —Dining 


and dancing from 5 p.m. to mid- 
night Nu Nu Chastain and his band 
featured niahtlv 

ATLANTA BILTMORE—Freddy Miller’s 
Top Hats playing for dinner in Em- 
pire Room 7p m. daily except Mon- 
day. Dancing 9 p.m. Tuesday through 
Saturday and Sunday: dinner music 
7 vo. m. to 10 p. m. 


THE RHODES PLAvine 
WALLACE BEERY in 
| “THIS MAN’S NAVY” | 


ee ae 
-—— —— 


RIALTO ce 
“STRANGE ILLUSION” 


AND NORVELL ON STAGE 


- 


LAST DAY 


PEACHTREE ™7» 


Paulette Goddard @ Sonny Tufts 


“| LOVE A SOLDIER’”’ 


NEWS and CARTOON 


RIALTO PLAYING 


ON THE SCREEN 


“STRANGE ILLUSION” 


ON THE STAGE 


“NORVELL” 


SECOND BIG WEEK! 


MARGARET O'BRIEN 
Jose ITURBI - Jimmy DURANTE 
JUNE ALLYSON in MGM's 


‘MUSIC 4, 
SMILLIONS: 


CARTOON 


“Shooting of Dan McGoo”’ 


The Top Show 
of the Year 


JUNE EDWARDS 
JACK LANE 


And His Lovebirds 


ANITA JAKOB! 
RENEE VILLON 


The Marlow Dancers 
Don Grimes’ Orch. 


PARADISE ROOM 


HENRY GRADY HOTEL 


/THE HIT PICTURE 


a) FREDRIC 


™~ 


in Lesdor Cowan ’s thrillin 


a» 


OM 


ey. AGNES MOOREHEAD « JOAN CARROLL 
gnd the sensational : SKIPPY HOMEIER 
RELEASED THRU UNITED ARTIST@ 


iL 


orROW- TH ee 


Starring | 
BETTY 


RCH * FIELD 


thrilling; mr! 
woRtDol | 
HE logag 7 | 


with 


BEGINS TODAY 


OEW’ 


—_— 


Auditorium .. 


Wed. 
30 P. M. 


Atlanta Music Club, Marvin McDonald, Mgr., by afrangement with 
COLUMBIA CONCERTS, INC. PRESENTS 


A SPECTACULAR NEW PRODUCTION OF THE 
GREAT MUSIC DRAMA OF LOVE AND JEALOUSY 


BIZET’S IMMORTAL 


April 1 


th 


Original Perte 


CASA BLANCA—Dining and dancing 


nightly 


Neighborhood Theaters 


“Bride by Mistake,” La- 


r Day. 
BROOKHAVEN—‘"2 Senoritas From Chi- 
cago,.”" Joan avis 
BUCKHEAD—“Kismet,” Ronald Colman. 
CASCADE—' ‘Cry of bg Werewolf’ and 
“Follow the Lead 
eer PARK— “earine Raiders,” Pat 
0’ 
DECATUR— ‘Christmas Holiday,” Deanna 
urbi 
DEKALB—*‘Kismet.”’ Ronal4 Colman. 
EAST POINT—*"Wing and a Prayer,’’ Don 
Ameche 
EMORY—“Bowery to Broadway,” Maria 
Montez. 
EMPIRE—“Shaaows Over Shanghai’ and 
“Jimmy Steps Out.” 
EUCLID—‘‘Kismet,.”” Ronala Colman. 
FAIRFAX—‘Tall in the Saddie,”’ John 


Wayne. 
FAIRVIEW —"Strange Death of Adolph 


Hitle 
FULTON—* ‘Three Men in White,” Van 


GAR EN Mrs Parkington "’ Greer Gar- 


son. 

GORDON—"30 Seconds Over Tokyo, 
Johnson. 

GROVE—* pone But the Lonely Heart, os 


Cary Gran 
way = Btarm Over Lisbon.” Richard 


Arle 
KIRK WOOD—“Step Lively,” Frank Sina- 
t 


5 POINTS-—* ‘Meet the 

Dick Powell 

PAL ACE—"Till We Meet 
“Call of the Jungle” 

PEACHTREF—"l] Love a Soldier,”’ Pau- 
lette Goddara. 

PLAZA—"Miracle of Creek,’ 
Betty Huttor 

PONCE DE LEON—‘ ‘Master 
“You Cant Ration Love.’ 

RUSSELL—"‘Something for 
Carmen Miranda. 

TECHWOOD—"Made 
James Stewart 

TEMPLF— “Larceny With Music” 
“Calling Mr Death.” 

TENTH STREET—‘"Can't Help Singing,” 
Deanna Durbin 

WEST END— “Three Is a Family” and 
“Holiday Inn.’ 


Other Amusements 


ROLLERDROME—Skatiog nightly. ex- 
cept Sunday. 7 to 10 a. m.; Satur- 
day. 2:30 to 5 p. m. 


Colored Theaters 


ASHBY — “Music In Manhattan” 
“Tiger Woman.” 

81—“*To Have and Have Not” and “Haunt- 
ed Harbor.” 

HARL EM—‘‘Whispering Footsteps” 
“Devil's Saddle Legion.” 

LINCOLN—"Brooklynr Orchid” and “Yel- 
low Rose of Texas. 

ROYAL—"Stage Coach” and “Tracy vs. 
Crime fe 
STRAND—“Tuscon Raiders” The 

Phantom.’ 


For the Armed Forces 


USO-SERVICEMEN’'S CENTER — Edge- 
wood avenue and Courtland street, 
next to Municipal Auditorium, Open 
all the time. Game room. Plenty of 
beds. Dancing Tuesday and Satur- 
day nights from 8:30 to 11:30 p. m. 
Hobby Register lists Atlantans who 
will share hobbies with servicemen. 
Go south on Peachtree to Five Points, 
turn to left on Edgewood three blocks. 

USO-OPEN DOOR CANTEEN—Peachtree 
street, upstairs over S. & W. Cafe 
teria. Open from 10 to 10. Coffee 
and doughnuts fres 

USO-TA SERVICEMEN'S LOUNGE—Ter- 
minal station Troops in transit 
service, free baggage checking, in- 
formation, writing materials, reading 
rs light refreshments. Open 8 

o 12 p. m. (central war time). 

UBO-Y WCA_3? Auburn Avenue, N. 
Open house from 8 p. m. to 10:30 
BP m. Monday through Saturday. 

ancing. singing. games. Open house 
Sunday, 3 to 5 p. m. Lounge and 
swimming for service women. 

USO-YMCA—146 Luckie Street, N. W. 
Games beds, checking service, swim- 
ming pool. Dancing Saturday, 2 to 
11:30 p. m. ng south on Peachtree, 
turn right at Luckie street, go four 
and a half bloc 

USO-NATIONAL CATHOLIC COMMU- 
NITY. SERVICE—i1200 Peachtree St. 
oan house Sunday from 3 to 9 p. m. 

Dance Saturday from 8:30 to 12 p. m. 

USO-NATIONAL JEWISH WELFA 
BOARD—211 William-Oliver building. 
Dances, parties, home hospitality. 
personal service. 

USO-SALVATION ARMY—109 — 
street. Open from 9 a. m. to 10 p 

MASONIC SERVICE ASSOCIATION 
CENTER—Masonic Temple, Peach- 
tree and Cain streets. Service free, 

open 24 hours dally; bed accommo- 
dations for 200 men; reading, writ- 
ing and bathing facilities. 

BAPTIST CHURCHES SERVICE CEN- 
TER—106% Forsyth street, N. W. 
Fellowship, recreation, refreshments, 
rest Daily 19 @ m. ew o. m. Sun- 
day. 2 po. m. to 10 p 

USO-DECATUR SERVICEMEN’S CEN- 
TE ycamore street, Decatur. Open 
week days. 3 p. m. ¢ -h Saenptheant 
days, 3 p. m. to 10 

OFFICERS' LOUNG maton Teves 
hotel. Dancing pie Tuesday, 8 to 
= ». 5 be daily and Sunday, 10 


BUCKHEAD ‘SERVICEMEN’S CENTER~ 
3161 Peachtree road. Open 32 p. m. 
to ll p. m. 
USO-COLORED 
USO-TA SER ICEMEN’S LOUNGE— 
Terminal] station. Complete informa- 
tion service. 
USO SERVICEMEN’S 
— —— s. 
ll m Game 


" Van 


People,” 


Again” -and 


Morgan's 


Race” and 


the Boys,” 


for Each Other,” 


and 


and 


and 


and 
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GLIMPSES OF 


HOLLYWOOD 


By SHEILAH GRAHAM 


Week's Personality 
Is Orson Welles 


HOLLYWOOD.—Orson Welles 
is wearing a beard—and that is 
where he came in—five years ago, 
when he arrived in Hollywood 
full of bounce, vigor, ambition, 
and a three-way contract, to write, 
direct and act. And a full-grown 
beard for his role in “Heart of 
Darkness,” a picture that was not 
made. The only thing reminiscent 
today of that five-year-ago Orson 
is the beard. And perhaps the 
booming laugh. But even the 
laugh is not as loud, 

“I am rather cynical now about 
Hollywood,” says Orson to this 
writer at the International studio 
where he is working in “Tomor- 
row Is Forever,” his first film 
since “Jane Eyre.” Orson has 
good reason for his changed atti- 
tude. He wanted to be different. 
Hollywood. dislikes everything 
new. He wanted the complete say- 
so on his films. The only way to 
get that is to have your own pic- 
ture company—‘“and,” says Orson, 
“There isn’t a banker in os town 
who will finance me.” 

I am not sure he is right. about 
this latter, but Orson says “Yes, 
it’s because of the adverse cam- 
paign on my unfinished picture 
for RKO.” A couple of years 
ago, Orson embarked for South 
America to produce@&ind star in 
a three-in-one movie, titled “Car- 
nival,” for RKO. The studio de- 
cided against releasing it. 

a | bought it back from them 
last week,” Orson tells me, “for 
$200,000.” It had been rumored 
that Orson had spent about three- 
quarters of a million dollars on 
the project but he says, “No, I 
paid them the money it cost—to 
date.” There is still 30 per cent 
of the picture to be completed. “I 
will finish it when this present pic- 


P though he 


‘Ray?” 
} DIAGNOSIS 


TheWORRY 


By DR. GEORGE W. CRANE 


LINIC 


(What would you do for a bey 
who is a chronic liar and a thief, 
but who “swears to God” that 


he is innocent of every crime, 
later confesses his 
guilt? There are many causes 
for stealing. Be sure you fortify 
your child against this juvenile 
trait.) 


CASE F-238: Ray B., aged 13, | 
is a bright youngster but a prob- 
lem. 

“Our family physician suggest- | 
ed I come to you about Ray, for 
he is a kleptomaniac,” his step- | 
father informed me. | 

“I married his mother when Ray | 
was nine years old and have tried | 


to be a good father to him. My | . 


wife says I have been far more 
considerate and understanding od 
this respect than Ray’s own fa- 
ther, who died. 

“But Ray has me stumped. He | 
has been chronic in his thievery | 
and lying. In the past few years | 
at school “he has stolen clothing | 
and books arfd bicycles. 

“We then put him in a private 
school, but now he has been ex- 
pelled for stealing gold watches 
and then selling them for cash. 

“He always swears to God that 
he didn't do it, but will later con- 
fess to me that he did. I’m at 
my wit’s end, What is wrong with 


Thievery is usually an evidence 
of a juvenile emotional state. In 
an older boy like Ray, or in an| 
adult, it shows lack of proper emo- | 
tional development. 

Infants and toddlers, as well as) 
dogs and cats, will take the pos: | 
sessions of others and think noth- 
ing about it. But older children 
are supposed to have learned 
property rights, and you parents 
must be responsible for this neces- | 
Sary education, 

Tact and diplomacy, scoldings 
or reprimands, are required, and 
if nothing else works, have no 
hesitation in resorting to the hick- 
ory switch or hair brush tech- | 
niques. 

With no older child who 
shows the baby traits of 
and stealing, it is usually more 
helpful to suggest that his pals 
will look on him as being in the 
infant or “diaper” state by such 
juevnile acts. 

This method usually works bet- 
ter than to stress the moral aspects 
of thievery. However, when a 
child “swears to God” that he 
didn’t take the _ stolen’ goods, 
though the evidence proves that 
he did, it is a good idea to put 
a little fear of God into the young- 
ster for this double violation of 
the Ten Commandments through 
use of God’s name in vain. 
CAUSES FOR STEALING 

Some timid children steal to ob- 
tain money for buying friends via 
the candy or sodas which -they 
can offer their classmates, 

Others steal as a means of strik- 
ing back at society or some hated 
rival who, like a step-father, has 
apparently won the major portion 
of their mother’s love from them. 

Ray’s father died when the boy | 
was six. Hif mother showered | 
double attention on him till she | 
married three years later. Then | 
She diverted part of her affection 
to her new husband. 

But Ray ‘was accustomed to a 
double dose of affection and at- 
tention. Now that his daily quota 
was cut in half, he felt panicky 
and jealous of the rival. 

A dope addict will likewise steal 
and even kill in order to gain 
morphine to keep his former dope 
input up to normal. Children 
may also become lawbreakers in 
an attempt to do likewise as re- 
gards their input of affection. 

I also find a disproportionately 
large number of foster children 
who steal, partly in an attempt to 
get even with society, which they 
vaguely feel has dealt them an 
unfair hand in life. 

Many stealers, too, are sexually 
maladjusted. This fact also ex- 
plains frequent instances where 
children set fires and se€m™to 
be pyromaniacs. “ 

Send for my bulletin, “Sex Edu- 
cation from 2 to 20 Years,” en- 
closing a 3c stamped envelope, 
plus a dime. 


(Always write to Dr. Crane in 
care of The Constitution, inclos- 
ing a long 3c stamped, addressed 
envelope and a dime to cover 
typing or printing costs, when 
you send for one of his psycho- 
logical charts.). 


still 
lying 


audience of one or more, but one 
will do. “The only reason I act,” 
says Mr. Welles, “is to get money 
for the work I Teally want to do 
—writing and producing and di- 
recting. And by giving them my 
acting services for the marquee, 
I’m sometimes allowed to do those 
Other things. For instance, I act 
on the radio so that I can direct 
the show; I act on the stage so 
that I can produce the play. But 
here in Hollywood, unless you can 
have the final and complete say- 
so‘on your acting, writing and di- 
recting, some ignoramus in the 
front office can completely de- 
stroy your work.” 

As you may have heard, Orson 


has joined the Brotherhood of Col- 


Pumnists and writes on all subjects | 


from politics to prize recipes. 

“But the real reason for the col-| 
umn is discipline. I’m a slow) 
writer. The column takes me 
three hours every day to write. 
I’m hoping I'll t quicker and 
better. If I become a good writ- 


er, I might give up everything else 
for writing.” 


Casuals 


A blouse 
under the dark suit now, with 

separate skirts later, has a 

high round neckline, a tucked 

front and-short sleeves. The 

color is maize, the material a 

sheer rayon crepe. The price is 

$4.98. A sterling bracelet with 

squarish links is $5.95. t - 

One of the cleverest ideas we've run across is the separate skirt, 
right, which has many stitched gores, large decorative buttons at 
the placket, and fastens at left underarm with a drawstring. The 
color of this one is a soft green, but it comes in a rainbow of solid 
colors, and white and black. The price is $5.98. It is,a cotton 
and rayon material. The soft rayon blouse is white. It is a classic 
shirt type, with stitching for finish and pearl buttpns closing front 
and linking cuffed short sleeves. $4:98 is the price of the blouse. 
The white wedge-soled sandals are a combination of buck and 
fabric. They’re -unrationed, and the price is $2.98. 

Mrs. B. J. Teeple is the model at left; Miss Pauline Turner, right. 

Fér name of store where these clothes may be seen; call Winifred 
Wi are, _ Fashion Editor, WA. 6565. 


Above: to wear 


RADIO PROGRAMS 


These programs are given in Céntral War‘Time and are sub- 
ject to change by the stations or networks without notice. 


TUESDAY MORNING 


WSB 750 WAGA 590 


News & Music Silent 
News & Music 5:55 A. M.-News 


WATL 1400 
Silent 
Silent 


WGST 920 
“6:00 Silent 
5:30 Silent 


News; M'ning Man 
Morning Man 
Morning Man 
Morning Man 


Channing Cope 
WAGA Farm Hr. 
Serenaders 
Newsical Clock 


Georgia Jubilee 
Georgia Jubilee 
Oixie Farm Hour 
Dixie Farm Hour 


6:00 Dixie Roamers 
6:15 Mustard, Gravy 
6:30 Sou. Drifters 

6:45 Tenn. Hoedown 


"7:00 News of the World(C) 
7:15 Sundial 

7:30 Sundial 

7:45 News; Sundial 
“8:00 News (C) 

8:15 Musical Pictures 

8:30 News, Sundial 

6:45 Sundial 


Agronsky News (B)News; M’ning Man 
Musical Motoring Cliff Cameron 
East News Service Salute 
Timekeeper Service Salute 


News 

Victory Farmers 
Merry “Go-Round 
News 


Ed East— 

and Polly (N) 
Penelope Pen 
Morning Melodies 


Robt. St. John (N) 
Enid Day 

Happy Felton (N) 
Music in Morn 
Road of Life (N) 
Five Notes 


Breakfast Club (B) News; M’ning Man 
Breakfast Ciub (8B) Good Morning Man 
Breaktast Ciub (8B) Morning Man 
Breakfast Club (B) Morning Man 


My True Story (B) Billy Repaid 
My True Story (8) Familiar Tunes 
Gospel Singers Radio Revival 
Listening Post (8B) Radio Revival 


B’fast at Sardis (B) Hendley 

B’fast at Sardis (8) Hendley 
Keyword Quiz Martyn News (8) Kyser Or. 

News Jack Berch (B) WhatYouridea(M) 


Swanee River Boys Glamor Manor (8B) William Lang (M) 
Georgia Jubilee Glamor Manor (B) Mornton Downey (? 
Georgia Jubilee Show Tunes Temple Baptist 
Georgia Jubilee Melody Time interlude; News 


"@:CO Southern Varieties 
9:15 News; Musical 

9:30 Evelyn Winters (C) 
9:45 Number, Please 


10:00 ‘Young “Atlanta 
10:15 News; Pickups 
10:30 Bright Horizons (C) 
10:45 Aunt Jenny (C) 


11:00 News. 

44:15 Big Sister(C) 

11:30 Linda’s First Love 
11:45 Our Gail Sunday (C) 


TUESDAY AFTERNOON 


WSB 750 WAGA 590 
Nows , Baukhage (B) 
Weather; Markets Western Echoes 
Hymn Time Doughboys 
Morgan Beatty (N) Sunshine Boys 
Aunt Bunie JohnB.Kennedy (B'Cedric Foster (M) 
Today’s Chil’n (N) Ethel and Albert Swing Session 
Woman inWhite(N) Peachtree Mat. Swing Session 
News and Music Matinee; Crosby Swing Session 


WATL 1400 
Arch Gunnison (M) 
Melody Mustangs 
Paula Stone (M) 
Dean Hudson 


WGSsST 920 
12:00 Life Beautiful (C) 
12:15 Ma Perkins (C) 
12:30 News 
12:45 Young Dr. Malone 


"4:00 Frankie Carle 
1:15 Rosemary (C) 
1:30 Perry Mason (C) 
1:45 Tina and Tim (C) 


News; Swing 

Swing Session 
Swing Session 
Swing Session 


Women of America N. /s; Matinee 
Ma Perkins (N) Peachtree Mat. 
Pepper Young (N) Ladies,— 

RightHappiness(N) Be Seated (8) 


Backstage \Vife (N) Time Views (B) 
Stella Dallas (N) Jive Parade 
Lorenzo Jones (N) Richards-News 
Widder Brown (N) Peachtree Mat. 
Peachtree Mat. 
Southiand Echoes 
In the Groove 
Hop Harrigan (B) 
Terry Pirates (B) Chick Carter (M) 
Dick Tracy (8B) Superman 
Jack Armstrong(B) Hour of Mystery 
Streamlined— Tom Mix (M) 
Fairy Tales Tom Mix (M) 


2:00 Mary Martin (C) 
2:15 Irene Beasley (C) 
2:30 News; Tune Time 
2:45 Coffee Quiz 


3:00 House Party (C) 

3:15 HouseParty(C) ;News 
3:30 Helen Trent Rom. (C) 
3:45 Let’s Dance 


"4:00 In the Mood 
4:15 News; Encores 
4:30 WGST Party 
4:45 WGST Party 


5:00 News 

6:15 Edwin C. Hill (C) 
5:30 Jimmy Allen 

5:45 The World Today (C) 
5:55 Jos. Hersch News (C) 


News 

Musical Pictures 
Swing Session 
Swing Session 


News; Swing 

Lucky Tunes 

Swing Session 
Count Basie 


Girl Marries (N) 
Portia Faces (N) 
News 

Guiding Light (N) 


Army Reporter 
750 Serenaders 
750 Screnaders 
News 
News 


TUESDAY EVENING 
WSB 750 WAGA 590 


Supper Club (N) Panorama 
News (N) Ray. Swing (8) 
Dance Time Clark News 
Kaltenborn (N) Barber Ballads Kay Kapers 


Johnny Presents(N) Ted Malone (B) Singster (M) 
Johnny Presents(N) Lum and Abner(B) Curt Massey 
Date With Judy (N)Allian Young (B) R. Rogers Show(M) 
Date With Judy (N)Allan Young (B) R. Rogers Show(M) 
Date With Judy (N)Allan Young (8B) R. Rogers Show(M) 


Mystery Theater (KA Morgenthau (B) Gabriel Heatter 
Mystery Theater(N) Donald Dane (B) Real Stories (M) 
Fibber McGee (N) Spotlight Bands(B) Gospel Singers 
Fibber McGee (N) Spotlight Bands(B) Tommy Dorsey 


WATL 1400 
Fulton Lewis (M) 
Mutual Musical 

At Kavelin 


WGST 920 
6:00 News Features 
6:15 Music Satisfies (C) 
6:30 American— 
6:45 Melody Hour 


7:00 Big Town (C) 
7:16 Big Town (C) 
7:30 Theater— 

7:45 of Romance (C) 
7:55 Bill Henry (C) 


“8:00 Inner Sanctum (C) 
8:15 Inner Sanctum (C) 
8:30 This is— 

8:46 My Best (C) 


9:00 Service to— 

9:15 the Front (C) 
9:30 The Abbey Hour 
9:45 The Abbey Hour 


News 

War News 

Wings for— 
Tomorrow (M) 


Transatiantic— 
Quiz Show (B) 

Onc Man's— 
Family (8) 


Bob Hope (N) 
Bob Hope (N) 
Hildegarde (N) 
Hildegarde (N) 
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While plans are getting under 
way for the vegetable garden, 
why not consider growing a few 
herbs this year? _ American cooks 
have never been very “herb” con- 


scious, but they’re beginning to be, 
and since the war tiny patches 
subtracted from a flower bed, and 
even flower pots and window 
boxes have been sprouting mint, 
parsley, sweet sage and rosemary. 
Last summer when I visited brief- 
ly a friend out in Arlington, Va., I 
found that every resident in a 
large block of apartments had a 
tiny Sherb garden. I have never 
heard how successful was the ex- 
periment, but some herbs grew I 
know, for I saw them, and every- 
body was having fun trying. 

All Europeans and the French 
especially, are adept at herb cook- 
ery, and it is one of the principal 
reasons why they can make cheap 
foods taste so good. We used to 
go to a foreign section of our city 
to buy little bundles of mixed 
dried herbs ready to drop into a 
soup pot or stew. Now these 
herbs are found in fine food shops, 
but if you have any place at all 
you might like to try your hand 
at growing some of your own, 

For goodness sake don’t ask me 
how to plant or cultivate anything, 
for I’m not among those blessed 
with “magic growing fingers.” 
But seed catalogues and herb 
books will tell you what to plant 
and where to plant it. However, 
here are some of the herbs that 
respond best to home cultivation. 


Sweet marjoram, has pretty, 
inch-long narrowxoval leaves and 
clusters of spike aita« whitish- 
lilac blossoms. It is good flavor- 
ing for pork, some stews and 
soups, sauces~ and fish. 


Summer savory is another deco- 
rative and fragrant plant. It has 
pale lavender flowers set in neat 
clusters on short stems. It blends 
with other flavors well, and is 
used in stuffings for meats, in 
vegetable soups, in sausage with 
meats and with horseradish. 

Thyme can be grown in a sunny 
window box or as a pot plant. Its 


Music in— 

the Evening (M) 
G Steney Or.(M) 
G. Sterney Or.(M) 


Clark News 

This Is Our Duty 
Mitchel! News 
Your Dance 


News 
Views of News 
Everything— 

for the Boys (N) 


10:00 Jack Kirkwood (C) 
10:15 Pleasure Parade 
10:30 Spellman College 
10:45 Speliman College 


V eather: Music 
Roy Shields (N) 
Roy Shields (N) 


11:00 News; Buffalo— 
11:10 Presents (C) 
11:30 Woody Herman (C) 


Russ Morgan (B) Art Kasse!! (M) 
Freddie Martin (B) Music U Want 


News; Orchestra (B Buddy Franklin 


Sign Off Silent 
Silent News 


Sleepy Hollow 
Sign Off 


12:00 News; Sign Off 
1:05 Silent 


YOUR HOROSCOPE 


March 21-April 19 CASS uring the 
morning ours and until 12:19 noon 


By 
ALICE DENTON JENNINGS 


m. favors work that Between 6:45 a. m. and 8:33 


and 7:31 p. 
time. Between 


patience’ and 


a. ™. 


tainin 


PR: m. ad- 
vancement may be made in affairs per- 


leaves, green or dried are used in 
stuffings, sauces, soups and meats. 
Chives, while not exactly an herb, 
should have’ a place in the herb 
bed, for its delicate onionlike fla- 
vor adds interest to an almost un- 
limited variety of foods. 

Chervil is like parsley, only 
milder. Young leaves are used in 
meat and vegetable soups and as 
a. garnish. It is prettier than 
parsley as a garnish but doesn’t 
last as long, 

Rosemary is one of the best of 
the herbs, used in sauces, stuff- 
ings, stews, soups. 

Tarragon has a_ hof, ‘pungent 


, 


ON THE 
AIR 


By PAUL JONES 


June 12 will be a day for re- 
joicing among many Atlantans I 
have talked to recently, for on 


ceremonies in the Raleign Room, 
will bow out for the summer and 
Sigmund Romberg will move in’ 
with his 45-piece orchestra for a 
brief breathing spell. 

Although Miss Hildergarde has 
taken New York, Chicago and 
other big cities of the east and 


that day Hildergarde, mistress of |: 


midwest by storm, she hasn't 
seemed to register any great fan 
appeal in these parts. I think At- | 
lanta audiences regard her rather | 
coldly and will be happy to see 
her leave the airwaves. | 


Romberg, on the other Lait is | 
a great favorite with Atlantans. 
His recent appearance at the mu- 
nicipal auditorium attests to this. 
Music from his famed operettas— 
“Maytime,” “The Desert Song,” 
“The New Moon,” “The Studenf 
Prince” and others—will feature 
the regular Tuesday night broad- 
casts which will be heard at 9:30 
p. m, following Bob Hope’s show. 


A guest artist, nationally known 
singing stars of ‘the opera and con- 
cert, will be featured on the 
broadcasts with ence | 


Martha Scott, cuiiatiy starred 
in the Broadway. play, “Soldier's 
Wife,” will be starred in th: Thea- 
ter of Romance’s presentation of 
“The Blue Danube,” an original 
story based on the life of Johann 
Strauss during the broadcast to be 
heard at 7:30 p, m, today over 
WGST. 


The whistles, cheers and hur- 


show tonight will -be whistled, 
cheered and hurrahed by the 
leathernecks at Santa Barbara, 
Cal., when the ace comic broad- 
casts from that service camp at 


rahs which open the Bob Hope. 


9 p. m, today over WSB. 


Good Seasoning, Good Fun 
Comes From Growing Herbs 


By SALLY SAVER 


taste and is valuable in salads and 
Sauces, especiaMy tartar sauce. 
Leaves are used in pickles, and to 
make a _ tarragon-flavored vine 
gar. 

Include plenty of parsley and 
mint, sweet sage, basil, fennel, dill 
and whatever else suits your fancy. 

And now, indulging in a bit 

of counting chickens before they 
hatch, herbs are picked just be 
fore the time to bloom—leaves of 
some, leaves and terider stems of 
others, dried and packed for win- 
er use. To dry, spread herbs on 
brown papér, under a screen in 
hot sunshine. At night move them 
indo@s. About three days and 
they are dry enough to be rubbed 
to a fine powder, packed in clean, 
dry jars, corked, clearly labeled 
and stored along with other prod- 
uce of the summer garden. 


TODAY'S PATTERN 


By LILLIAN MAE. 


No woman.can offord to he 
without a good, all-purpose shirt- 
waist dress. Pattern 4508, a smart 
button-fronter, comes in a wide 
size range! 


Pattern 4508 comes in sizes 12, 
14, 16, 18, 20; 30, 32, 34, 36, 38, 
40, 42, 44. 46, 48. Size 36 takes 
3 5-8 yards 35-inch fabric. 

Send 20 cents in coins for this 
pattern to The Atlanta Constitu- 
tion Pattern Department, P. O. 
Box 133, Station 0, New York 11, 

“ef Print name, address, zone, 
size, style number. 

The new spring 1945 Lillian 
Mae pattern book is now available! 
Send 15 cents more for your copy. 
Printed in the book is a free pat- 
tern for four aprons. 


Tucker Garden Club 


The Tucker Garden Club will 
meet Wednesday at 2:45 o'clock 
at the home of Mrs. J. C. Allen 
on Brockett road. 


Southern Varieties! 
Different Type Tunes Each 
Day—5 Days a Week 


MONDAY: 
“Across the Footlights”— 
famous show tunes 


TUESDAY: 
“Ray Bloch Presents” 


WEDNESDAY: 
“The Old Chisholm Trail” 
— favorites of the West. 


THURSDAY: 
“Three-Quarter Time” 
—best-loved waltzes 


FRIDAY: 
“Salute to the Hits” 


Music for Every Mood, on 


Southern Varieties! 
Jimmy Kirby Announces 


‘9:00 to 9:15 A. M. 
Monday thru Friday 


WGST 


920 on your Dial 


ONE MAN'S FAMILY 


requires 
7 to younger people, social ideas 


and pleasures. 

Dec. 22-Jan. 19 (CAPRICORN)—The bet- 
ter part of the day is previous to 7:15 
a. m. for your plans are matured easi- 
ly and you are able to use tact and 

iplomacy in your dealings with others. 

Jan. 20-Feb. 18 (AQUARIUS)—If£f you 
want the approval or co-operation in 
work that demands inspiration, seek to 
interest others ideas before 


Opere Comiqve 


Versioa~ie 


‘31 p. m. and . m. is not a favor- 
able time to give in to tempers and the 
impulse of the moment. 

Aug. 23-Sept. 22 (ViIRGO)—Before 2:41 
p- m. and after 8:31 p. m. is an excel- 
ent period, especially in matters that 
involve mental effort. Contacts with 
others should result agreeably and this 
should be an auspicious time for deal- 
ing with those in authority. 

Sept. 23-Oct. 22 (LIBRA)—The entire day 
through 6:28 p. m. favors expanding 
your sphere of action. Benefits may be 
derived through the advice of others, 
financial dealings and legal decisions. 

Oct. 23-Nov. 21 (SCORPIO)—The day 
favors giving more attention to necessa- | 
ry affairs and ideas that have been 
hanging fire for some time. The day | 
favors using diplomacy around older | 
people. The evening favors dom estic | a lack ot temperance, accidental vi- 
affair brations, are set in motion between 

22. Dec. 21 (SAGITTARIUS)—Before 4:15 p. m. and 5:09 p. m., making this 
an inauspicious time’ for too mu de- 
termination, 


those with whom you associate may be 
unusually helpful and avenues of en- 
deavor that cater to the assistance of 
humanity should find surprising suc- 
cess. 

April 20-May 20 (TAURUS)—The period 
between 12 noon and 6:57 p. m. does 
not especially favor signing contracts 
or entering into new agreemets. After 
6:45 p. m. appears to be the better part 
of the day. 

May 21-June 20 (GEMIN!I)—Harmonious 
vibrations operate before 12:40 p. m. 
for pleasant and profitable contacts in 
finances, domestic affairs and business 
matters. The remainder of the day and | 
evening favors sticking to routine. 

June 21-July 22 (CANCER)—Before 3:55 
p. m. is an excellent period to evolve 
new ideas and methods. Great strides 
can be made along intellectual. educa- 
tional and legal lines. After 3:55 p. m. 
favors attending to routine mdtters and / Nov. 
avoiding extremes 6:45 a. m. guard against unpremeditated 

July 23-Aug. 22 (LEO) —Between 6:07 =action, rashness in action and speech. 


ture is over,” he tells ree. That 
} is why he is making “Tomorrow 
Is Forever’—to have enough 
money for “Carnival,” (tempo- 
rary title), which will be made 
into two separate pictures—one of 
them features a bull, the other is 
the story of jangerdeiros, fisher- 
men off the coast of Brazil. 
Orson’s ultimate ambition is to 
give up acting entirely, particular- 
ly in Hollywood, but later on the 
stage and on the radio. “I loathe 
acting,” he tells me. And I real- 
ly am surprised at this remark, 
because all you have to do to get 
Orson to act is to give him an 


SUPERB CAST OF | 
METROPOLITAN OPERA ARTISTS 


SYMPHONY ORCHESTRA SPANISH DANCERS 
ALL NEW COSTUMES COMPANY OF 76. 
ALL NEW STAGE SETTINGS 


PRICES, $3.00, $2.40, $1.80, $1.20; tax ine. 
Tickets on Sale at CABLE PIANO CO.” 
235 Peachtree St., N. E. Phone, JA. 1605. 


All mai! orders must include check to cover cost of tickets, and a seif- 
addressed, stamped envelope for reply. 


p. . is slightly favorable for dealing 
with people of influence, for communi- 
cations, plans and decisions. 

Feb. 19-March 20 (PISCES)—Advance- 
ment may be made with comparative 
ease in affairs relating to women, en- 
tertainment, beauty, art and perfumes 
before 4:15 p. m. Differences of opinion, 


WAGA----9 30 P. M. 
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SALLY FORTH Says: 


Family Reunion in Progress 


At W. A. Alexander Home 


The William A. Alexander home on Penn avenue is a beehive 
of activity and excitement these days, with the members of the 
family assembling from far and near for a grand reunion. Inspira- 
tion for the gathering is the presence of the son of the family, 
Chief Mate Booker Scott, U. S. Maritime Service, who has been 
on active duty in the North Atlantic for the past two years and is 
at home for his first visit during that time. 

Booker’s sister, Rebecca Scott, came hurrying home from New 
Orleans, where she is a student at Sophie Newcomb College. An- 
other sister, Deezie, came down: from New York, where she is 
connected with the United Press, and brought with her Kate Van 
Brunt. of New York, who will remain as her guest until Sunday. 

Both Booker and Deezie had a special pleasure awaiting them, 
for neither had seen their brand-new nephew, Charles Hurst Jr., 
son of Charles and Bibba (Scott) Hurst, who was born several 
months ago. 

Tomorrow Deezie and her guest, Booker, Bibba and_ Charles 
will leave for Lakemont, where they will open Miss Margie 
Doonan’s cottage for a brief house party, which will extend over 
next weekend. Rebecca will return to New Orleans to resume her 
studies tomorrow, and that will leave Mr. and Mrs. Alexander at 
home with only their grandchildren, Margaret and Charles Hurst Jr. 


GIFTED YOUNG COUSINS IN RECITAL 

Callie Huger and Callie Healey, those gifted young cousins, 
made an indelible name for themselves Sunday when Mrs. Stanton 
Therrel presented them in a piano recital. Leaders of Atlanta’s 
cultural ranks, who were present, declare that the talent which 
these youthful pianists exhibited on this occasion is not only a 
great tribute to their instructor, but that they are also a credit to 
musical circles of the city. 

A number of music lovers, friends and relatives of the two 
Callies gathered for the recital at the charming Therrel home on 
Palisades road. Callie Healey, who is the 12-year-old daughter of 
Callie and Bill Healey, opened the program with Haydn’s “Sonata 
in D Major.” Her next number was a Brahms waltz, then a Chopin, 
and a Raymaker waltz. Her last three numbers were Chopin’s 

“Prelude,” “Larks,” by Leschetizky, and “Minuet,” by. Paderewsky. 

Callie Huger, the 14-year-old daughter of Sarah and Billy Huger, 
opened her part of the program with “Jesus, Joy of Man’s De- 
siring,” by Bach, and closed with two selections from Debyissy, 
“Sunken Cathedral” and “Clair de Lune.” The remainder of her 
program consisted of Schubert's “Impromptu”; “Waltz in C Sharp 
Minor, Opus 64,” by Chopin; “Standchen,” by Straus, and “Garden 
Music,” by Niemann. + 

After the artists finished their program, they were presented 
with huge bouquets of fragrant red roses by their grandmother, 


afterwards. 


Presbytery Group 
To Meet Today 


The Woman’s Auxjliary of At-| @ 
lanta Presbytery, Synod of Geor-! * 
gia, meets at Peachtree Road Pres- | 
byteriap church today and tomor-| ; 
row, The members of the execu-| 3 
tive board will meet at 10 o’clock |} 
in the church today, with lunch-| 3 
eon served by the hostess church | é 


}\clalist of the school of home eco- 
'| nomics at the University of Geor- 
| gia, and has become a popular 
speaker foy..clubs and _ schools 
throughout the state. She is an 
active figure in the Georgia Home 
Economics Association, the Amer- 
ican Association of University 
=: |Women, and is state president of 
e== |Delta Kappa Gamma honorary so- 
s= |rority for womén in the field of 
s= | education. 

“=| Both Dr. Ware and Mrs, Blair 
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Mr. and Mrs. W. R. Prescott 
Married 50 Years Ago Today 


Featuring the social calender for , this afternoon will be Mrs. Pres- 
today will be the observance of! cott’s sisters, Mrs. W. W. Drake 
the fiftieth wedding anniversary | and Mrs. A. H. Greene. 
of those beloved Atlantans, Mr. | 


and Mrs. William R. Prescott, Alpha Delta Pi 


Mrs. L. S. Terrell, 


will preside at the open meeting, | oe re 
McCutcheon and Dr, William V.| =" 


which begins at 1:30. 


Gardner will speak this afternoon. 


This evening the meeting will | : 
be of particular interest to the): 


business women. 
On Wednesday morning Miss 


president, | 


Virginia Allen, a returned mission- : 


ary from Africa, will speak, after 
which the women of Peachtree 
Road Presbyterian church will 
serve luncheon. A short business 
period in the afternoon will con- 
clude the program. 


Mrs. W.S. Askew 


To Fete Visitors 


The arrival here today of four 
attractive visitors will be the inspi- 
ration for a series of social affairs. 

Included in the group are Mrs. 
Lyman S. Johnston, of Boston, 
Mass.; Mrs. John Bowman Jr., of 
Charleston, S. C.; Mrs. Walter S. 
Askew Jr., of Columbia, S. C., and 
Mrs. Wilburn Askew, of Miami, 
Fla., who will be the. guests of 
their parents, Mr. and Mrs. Wal- 
ter S. Askew, on Peachtree 
road. The visitors were accom- 
panied by their children, Anne 
Darling Johnston, John Bowman 
III, Scott Bowman, Suzanne As- 
kew, and Jeannette Marie Askew. 

On Thursday afternoon Mrs, As- 
kew will entertain at a tea at ber 


will direct important phases of 


‘|the clothing program, The latter 
:/will sound the keynote of the 
'| meeting, which is to instruct Geor- 


gia women in being intelligent 
buyers.. Dr. Ware will speak on 
the national phase of the clothes 
problem, which covers the cost 
and distribution of Wartime cloth- 


\ing. 


Prizes in the form of gift pur- 
chase’ certificates, presented by 
leading Atlanta department, stores, 
will be awarded as door prizes at 
the meeting. 

Mrs. Charles T. Pottinger, presi- 
dent of the City Federation of 
Women’s Clubs, will preside over 


“= |the clinic and will be assisted by 


he’ 


~ 
Be. 


MRS. DR. CAROLINE F. WARE. > 


Nationally Known Experts 
To Direct Clothing Clinic 


Two nationaly known speakers,,the consumer field since the days 
Dr. Caroline F. Ware, of Wash-|0f the NRA, when she served on 
; ithe staff of the consumer advisory 
ington, D: C., and Mrs. Margaret |) card. When the national defense 
Harris Blair, of the University of | advisory commission was set up 


‘University Women; 


‘Mrs. Fred Wenn, co-ordinator of 


adult homemaking education, and 
Miss Clara Lee Cone, supervisor 


of home economics of the Atlanta | 


schools. 

Other presidents of women’s or- 
ganizations serving on the spon- 
soring committee are: Mrs. Aaron 
L. King, president of Atlanta 
Council of P.-T. A.; Miss M, Lyn- 
ette Graham, president of Atlanta 
branch American Association of 
Miss Anise 
Troth, president of Business and 
Professional Women’s Club; Mrs. 
Frances Krellenstein, president of 


‘Metropolitan Business and Profes- 


Georgia, Athens, will arrive in the in 1940 she became assistant tO | sional Women’s Clubs; Mrs. Gene 


city today to conduct the Wartime the consumer commissioner, and 
Clothing ~Program to be held to-| later the head of the program 


‘morrow at Taft hall in the mu-| planning materials unit of the con- 
‘nicipal auditorium under the joint|sumer division of OPA. She now 
‘sponsorship of the home economics |serves as chairman of the execu- | 


Berkey, president of Women’s 
Chamber of Commerce; Mrs. Rob- 
ert L. Neel, president of Atlanta 
division A. W. V. S.; Mrs. Scott 
Walters, director of fifth’ district 


which will take the form of a 


| The Atlanta Alumnae Associa- 


quiet celebration at their home on. .. : ; 
Clifton road. The members of the | “0m of Alpha Delta Pi national 
honor guests’ family will assem- | 5°rority meets today at 8 p. m. 
ble at the tea hour this after-| at the home of Mrs. Frank Hooper, 


noon, when toasts will be drunk | 3803 Habersham road, Mrs. W. A. 
to their long and happy life to-| Dante will act as co-hostess. In- 
gether in sparkling champagne. | Stallation of the new officers will 
Mr. Pr tt 4 _ take place and reservation may 
r. escott and the former! be made by calling Mrs. J. R. 
Miss Sarah Frances Hunnicutt | Ulery at Cherokee 9444. 
were married 50 years ago today 
at a brilliant evening ceremony 
held at the home of the bride’s 
parents, the late Mr. and Mrs, 
C, W. Hunnicutt. The home was 
located at that time at the corner 
of Spring street and Hunnicutt 
avenue in a subdivision which was | 
developed by the late Mr. Hunni- 
cutt. | 
Mr. and Mrs, Prescott have two | 
sons, Tom Prescott and William 
R. Prescott Jr. Their only grand- | 
child is Miss Sally Prescott, | 
daughter of their son, the late 
Calvin Prescott, and Mrs. Prescott, | 
who is now a student at Bradford | 
Junior College in Massachusetts, |[ «4 | 


and will not be able to attend the | ‘0 AY <2) ) 
McCORMICK TEA | ¥==' 


celebration. 
Included among the immediate 
“| am a Merchant Marine. ! 
complained about our tea. 


members of the family present 
3 SER 
53 YEARS OF MA The steward then served 
McCormick Tea. it was mar- 


velous. My wife and I now use 
only McCormick Tea.” 
—Sydney Evnitz 


MUSTARDS 


H 


j 


look for & 
the bright & 
orange 
package 


a 
y £Y 
x 


SPICES - EXTRACTS - 


a i sacar ood ner | department and the adult home-|tive committee of the consumer! American Legion Auxiliary; Mrs. 
re Ree r ; Hom . es con ‘making division of the Atlanta | advisory committee to OPA, and! John F. McDougald, president of 
married a oc y 8 public schools, the distributive | chairman of the consumer clear-/ Atlanta Woman’s Club; Mrs. Ivan 
& Soe education program of the Atlanta /ing house. | Allen Jr., president of Junior 
area, the local Retail Merchants’; Out of her vast knowledge and | League; Mrs. Laurie K. Guy, presi- 

Perk P.-T. A iati 7 : ) 
Crxkerson F.-i. A. Association, and a group of 17/experience with consumer prob-|dent of Alfrusa Club; Mrs. Alber- 
Ernest Brewer, executive secre-| leading women's organizations of/jems, Dr. Ware has compiled sev-|ta Foy, president of Pilot Club; 


Mrs. A. J. Orme, for whom both of them were named. Mrs. Therrel, 
who is affectionately known to her students as “Dymple,” enter- 
tained after the musicale in her beautiful garden in honor of her 
two superb and hardworking pupils. ° 


DO YOU KNOW? . 
That Cholly Knickerbocker mentioned in his Easter parade 


story of New York society that Mr. and Mrs. Raoul Fernandez 
were seen in the throng, and that the day marked the fourth anni- 
versary of their marriage? . .. That the recent birthday anniver- 
saries of Louise (Mrs. Roby Jr.) Robinson and Austell Thornton 
fell on the same date? ... and that Mrs. Robert Venable Roper, 
Austell’s mother, gave them a dinner party at which the center- 
piece was a three-tiered cake topped with two small glasses filled 
with brandy for the honor guests to offer toast one another? ... 
That Capt. W. C. Hodnett Jr., who is with the U. S. Dental Corps 
in China, has been elevated to the rank of major? ... That. Pfc. 
William H. Barnwell Jr. is a combat M. P. in the famous 760th 
Battalion in Panama? ... and that he is personally stationed at 
the American embassy there? ... That Betty Fitts has been chosen 
a member of the May Court at Ogontz Junior College in Phila- 
delphia, where she will graduate on May 28? ... and that she 
spent last weekend enjoying the festivities at Princeton? . . . That 
at approximately the same time that little Mary Clapp Woelper was 
born, her father, Walter E. Woelper Jr., was promoted to the rank 


of first lieutenant? 


PASSING PARADE 
Glimpsed at the Driving Club ... Jeannette Willcoxon ador- 


able in a brown-and-white-checked taffeta and sporting a large 
orchid on her shoulder. ... Clara Jones stunning in a gray crepe 
model.... Janet Appleby dancing with Pfc. Billy Black, U.S. M. C., 
who is home on furlough. ... Peg Roney wearing a yellow suit 
with a white blouse. ... Elaine (Mrs. William) Reese attired in 
black. and accenting her costume with a cascade of pink roses worn 
underneath her upswept locks. . .. Lt. Rutledge Tufts and his 
lovely blond bride dining with Mr. and Mrs. John Tufts and Mr. 
and Mrs. Phil L'Engle. ... Mrs. Clem Evans wearing a delect- 
able white ruffled hat. ... Mrs. William McDougall in a black- 
and-yellow print worn with a hat of yellow mimosa. ... Anne (Mrs. 
Murdock) Equen remaining loyal to pink roses for her floral 
chapeau. ... Mr. and Mrs. Carlisle Martin chatting gaily. 


NEW 
ARRIVALS 


Mr. and Mrs. Robert Nevil Reed 
announce the birth of a daughter 


at St. Joseph's infirmary on April 
Sarah 


7. who has been named ° ge . 
Gienn. Mrs. Reed is the former | Assisting List 
Miss Sarah Adair. The baby is 

the granddaughter of Mrs. George For Tea Announced 
W. Adair and the late Mr. Adair, 
Mrs. R. N. Reed and the late Mr. 
Reed. 


Mr. and Mrs. Arthur Tufts Jr. 
announce the birth of a daughter, 
Susan Phillipa, on April 3 at Em-| 
ory University hospital. Mrs. | 


- 


named for her two grandmothers. 
Mrs. Woelper is the former Miss 


The baby’s paternal grandmother 


ton, N. J 


will be the tea at which Mrs. 


Mrs. Elyea Carswell, will enter- 
tain tomorrow at the home of the 
former on Walker terrace. 

The affair ‘will honor Mrs. 


Tufts is the former Miss Eliza-| Small’s daughter, Mrs. Alfred Da- | 


beth L'Engle, daughter of Mr. and | vis, of Atlantic Beach, Fla., the 
Mrs. Phif L'Engle, and the baby’s| former Miss Jane Small, and Mrs. 
paternal grandmother is Mrs, Ar-|J. G. McDaniel, the former Miss 
thur Tufts. : | Marguerite Hodnett, who with her 
a am wilt A family has recently returned here 
. og. an rs. hiiam AUS | residence. 

tin Edwards announce the birth of | ion, George K. Selden and Mrs. 
& Gaughter, Judy Katherine, On| Carl Wolf will preside at the tea 
March 28 at the Station hospital, and coffee tables, and assisting in 
Fort McPherson. Sgt. Edwards entertaining will be Mesdames 
is stationed with the Army Air| Howard Cutter, Ben Milner, 
Forces in Pratt, Kan. George Porter, ne va eonreen 
7 ® Jr., Troy Bivings Jr., John or- 
3 ut i. die ye Woelper ris, Rufus Carswell and Miss Caro- 

ca a ———ee i a tee 8 line Selden. 


Azalea Garden Club 
To Install Officers 


The Azalea Garden Club will 
meet today at 2:30 o’clock 
the home of Mrs. A. W. Long, 
1381 Emory road, with Mrs.C. E. 
Wright and Mrs. J. P. Starr as co- 
hostesses. 
| Officers to be installed by Mrs. 
<a T. F. Hemminger are as follows: 

President, Mrs. Cecil H. Crawford; 
first vice president, Mrs. W. F. 
Collar; second vice president, Mrs. 


oe 


Roy K. Hendee; third vice presi-, 


‘the birth of a daughter, Mary Eliz-| 
abeth, on April 5, who has been! 


Mary Clapp, daughter of Mrs. B..| 
K. Clapp and the late Mr. Clapp.) 


is Mrs. W. E. Woelper Sr., of Tren- | 


Among social events of the week | 


James H. Small and her daughter, | 


tary to Mayor Hartsfield, will ad- 
dress the Perkerson P.-T. A. at a 
daddies’ meeting this evening at 
8 o'clock. 


His subject will be/analyze 


Atlanta. 


|eral books, including ‘The Mod-| 


Mrs. Frank W. Barnett Jr., presi- 


The purpose of this clothing|ern Economy in Action,” and “The} dent of Quota Club; Mrs. E. M. 


clinic is to help Atlanta women to; Consumer Goes to War.” She is a. 
their buying problems,!| graduate of Radcliffe College and'| 


McCann, president of Zonta Club; 
Mrs. Lewis I. Hirsch, president of 


“Life Takes the Family Pattern.” |to understand the conditions that| has taught at Vassar, Sarah Law-! Atlanta section National Associa- 


Open house will be observed at 7 
o’clock, preceding the meeting. 


have brought about these prob-| rence, the American 


| University | 
lems, and to obtain information |School of Social Science and Pub-| 


tion of Jewish Women; Mrs, Ma- 
mie K. Taylor, director of home 


The Glee Club will sing and the |regarding steps that are being| lic Affairs, and at Howard Uni-|service department, Georgia Pow- 


first grade will present a Mother 
Goose playlet, 


versity. 


taken to solve them. 
Mrs. Blair is the clothing spe- 


Dr. Ware has been active in 


er Company; Atlanta group, Geor- 
gia Home Economics Association. 


A sesh ett — 


Re 


7 = 
- 
en 


"*Fhey ‘4 le Center of the Suath™ 


MUSE’S PRESENTS Something New 


in RAINCOATS .:. the 


Pitch. Shoulder! 


‘ 


Come to Muse’s and see the raincoat with 


dent, Mrs. Richard H, Lee; re-| 
cording secretary, Mrs, Eugene F. | 
Willis; corresponding secretary, | 
Mrs. M. C. Adair; parliamentarian, | 
Mrs. William M. Leppard; auditor, | 
| Mrs. A. S. Sanders. | 


Baptist Circles 
Often many women between 38 and 


Circles Nos. 1 and 2, of First 
ue ines commonts bnew a, ua | Baptist W. M. S., Avondale Es-, 
die-age” with its annoying symptoms tates, will meet with Mrs. Ed / 
which so often betray their age. | Bacock, 4910 Memorial drive, to- | 

So if you suffer from not flashes, (day at 10:30 o'clock. | 
mervous tension, feel tired, restless, 
highstrung, a bit blue at times — 
Gue to the functional “middle-age” 

pecullar to women—don't de- 

y—try this great medicine—Lydia 

E. Pinkham's Vegetable Compound to 
relieve such symptoms. 

Helps Build Up Resistance 

Against Such Distress 

Pinkham's Compound is famous for 
helping thousands upon thousands of 
women to go smiling thru such “ntid- 
die-age” distress. 

Taken regularly—it helps build up 
Tesistance against such symptoms! 

‘s Compound HELPs NATURE. 
You, too, should find it very beneficial 
if you're troubled this way. Also a 
grand stomachic tonic. Follow label 
Cirections. Inexpensive! 


bye EC: bh 04 | 


» VEGETABLE COMPOUND | 


he pilot coat 
by townley 


the topcoat shoulder!- This new feature, 
called the Pitch Shoulder, is constructed by 
a process patented by Gleneagle in fine 


quality Sanforized fabrics. Slip into one of 
See how it allows 


pO Oo ai | oF, ) these light-weight coats! 
sheer rayon checks signed with a 

A dress that 

will keep you looking crisp and alive, 

no matter how wilting the mercury. 


It’s the tiny sleeves, the neat peplum, 


your arms to swing with ease, your shoul- 


hot-weather guarantee. 


ders move freely. Then take one look in 


Little coat planned to carry you the mirror for as smart-lookjng raincoat as 


right through the summer... 
to look as though it were the better 


you ever saw! All that, and protection from 


April showers besides! $16.50. 


the fabric you can see through. 
$22.95 


\ 


half of prints, sheers, or cottons. 


Black, brown, navy. 9-15. 


Swagger and swinging; no buttons, . 
@ Mail orders filled promptly! 


just a belt. Juilliard’s diagonal 
wool in seashore colors: blue, coral, 
SECOND FLOOR 


lime, gold, beige, royal, pink, American 


Sizes 10-20. 


RAINCOATS 


beauty. 


Peachtree - Walton - Broa@ WAlnut 5400 


The Style Center of the South 


of 
NORCROSS 


GREETING CARDS 


FIFTH” FLOOR 


“FASHION FIFTH” FLOOR “FASHION 


ALL IN, THE GAME 


JACK 


TROY 


Butts Visits 


Wally Butts was a weekend visitor. The Georgia 
coach, who has a varied sports. interest, 


Was one 


of thousands who saw Byron Nelson shoot a world’s record score in 
the Capital of Golf. 


— ee = 


gia’s 


Butts had little to report on Geor- 
progress in spring training. 


The 


Bulldogs are handicapped by lack of 


backs. 


Al Perl is the main performer. 


The main consolation of the Little 


is that a whole summer 


stretches ahead. 


A Georgia follower called the other day to 
remind us that, in the war, the Bulldogs have 
had heavy casualties among the guards. Will 
Burt, Red Maddox, Smiley Johnson and Walter 


Ruark have lost their lives. 


Harry Kuniansky 


was badly injured at Anzio. 


. Lt. Pet 
Good Hunting mice Tt el 


many. 
any time now. 


Demetros, 


the fighting Greek, has 
way deep into the heart of Ger- 


And he’s still looking for the Germans to capitulate almost 


“Just had a letter from Al Simmons: he is back at it with 


the Athletics at 42,” Pete writes. 


have a good year 


“Al says he expects to 


“By the way, Al and I have some hunting all planned for 
the Rockies, as I have some sweet guns that I want to try 


out.” 


We can tell by Pete's letter, dated March 29, that the situation 


is promising. 
added; “the weather is beautiful, 
sweet.” 


Tampa Boy 


Al Lopez. 


“This paper came from Gestapo headquarters,” he 


the wine mellow and the victory 


The Crackers, as we recall it, have had only one 
player from Tampa, Fla., 
He went on to win wide fame as a big leaguer. 


in the past. But he was 


Now the Crackers have another likely boy from Tampa— 


Marcelo Maseda. 


Pete Norton, of the Tampa Tribune, just out of the Navy after 
a long hitch, sends along a note praising him and suggesting that 
the spirit of the boy will be liked in the Cracker camp. And that 


is true. 
A-1 ball. 


Nothing To Report 


trip 
with Ft, 
along.” 


Benning was 


Only time will tell whether or not he’s ready for Class 
He'll give it a real try. 


Cracker prexy, Earl Mann, back from 
Chicago, had nothing to report on the 
“We like the way things are shaping up. 
satisfactory. 


An even break 


The boys are coming right 


Cuyler commented recently that he figured the same 
teams that fought it out last year will be the ones involved 


in the flag race again. 


The Crackers were very much in the race in both halves. 


There won't be a split season this time. 
division teams will meet in the Shaughnessy play-off. 
There is more incentive for teams 


popular than a split season. 
to finish in the first division. 


Greek Joins Toronto 


Instead, the four first- 
It’s more 


Pete George, up from Brunswick for 
the golf tournament, reported that his 


brother, Charley, the Greek, had gone ahead and joined Toronto 


in spring training. 


“But he only did it in the belief that a trade will be made 


for him,” Pete said. 


The weather is George's chief objection to Toronto. 


He holds that baseball w 
shine and mellow nights—no 


designed for the warm sun- 
for ice and snow. 


It makes a difference when a fellow gets along in years, it seems. 
The old Oglethorpe athlete would have accepted it a dozen years 


ago. 


MAJOR LEAGUES TO CONSIDER 


LANDIS’ SUCCESSOR 


APRIL 24 


CHICAGO, April 9.—(4)—The major leagues will meet in 
Cleveland, Ohio, Tuesday, April 24, to consider and act upon 
the report of a nominating committee assigned to sift the field 
of candidates for a successor to the late Kenesaw Mountain 
Landis as baseball commissioner. 

The meeting was called today by Leslie M. O’Connor, chair- 
man of the major league advisory council, at the request of 
Presidents Will Harridge and Ford Frick, of the American and 


National leagues. 


O’Connor said the joint session would take “any and all 
action deemed proper and desirable” regarding the commit- 


tee’s recommendation. 
The four-member committee, 
of the St. Louis Browns: 


composed of Donald L. Barnes, 


Sam Breadon, of the St. Louis Car- 


Ginals; Alva Bradley, of the Cleveland Indians, and P. K. 


Wrigley, of the 
ready to make its report. 


Chicago Cubs, 


recently announced it was 


Dodd, former All-American 


DODD DEMONSTRATES THE “T” TO THREE—Bobby 


quarterback at the Univer- 


sity of Tennessee and new head football coach at Geor- 
gia Tech, shows three of last year’s regular Jacket backs 


tat Ake 


va oy ager “5 
a utes 


"'e R 3 


$ ae 


ia 


Constitution Staff Photo—Pete Roton 


a little about the “T” formation, which he plans to use 


at The Flats this season. 


The backs, left to right, are 


Johnny McIntosh, “Dinky” Bowen and George Mathews. 
Center is Paul Duke, who was a regular last season, too. 


White To Face 


Dillon Friday 


Tarzan White, (a leading cot- 
tender for the heavyweight wres- 
tling crown before entering the 
service, will be one of the featured 
grapplers on Promoter Paul Jones’ 


Friday at the city auditorium. 
The former University of Ala- 
bana All-American will make his 
debut here against Rowdy Jack 
Dillon, of Chattanooga, in the first 


half of a double main event. The 
finale brings together Al Massey, 
the people‘s choice, and Bouncing 
Babe Zaharias in a rough and 
tumble, no holds barred, match. 
White, who is now a lieutenant 
in the air corps at Chatham Field, 
Savannah, weighs 235 pounds and 
was rated right at the top of the 
list after he returned from pro foot- 
ball to wrestling in 1940. At one | 
time he claimed the world’s title | 
by virtue of wins over Vincent | 
Lopez, Dean Detton, Sandor Sza- 
bo, Ali Baba, Man Mountain Dean 
and a newspaper decision over 
Jimmy Londos. 

Tarzan ‘holds a masters degree 
from Alabama and was winner of | 
the Jimmy Moore Memorial award 
for the athlete with the highest 
scholastic standing. 

The other two matches on Fri- 
day’s big card will bring together 
Dick Smith, of New York, and 
Cowboy Luttrell, Fort Worth, Tex- 
as, and Sailor Bartow Hill, Waco, 
Texas, and Ben Bennicasa, of San 
Francisco. 

Advance tickets are on sale at 


| 


Peachtree Hatters. 


Gienn A. Shope 


John H. Shope 


POSTHUMOUS AWARD S— 


The Purple Heart, awarded post- 
humously to S. Sgt. Howard A. 
oshoop, who was killéd in action 
Dec. 6 in France, has been pre- 
sented to his mother, Mrs. Ger- 
trude Sinoop, of 3034 Howell Mill 
road, N. W. The 20-year-old in- 
fantryman received his training 
at Ft. Jackson, S. C., and was a 
student at Georgia Tech when he 
entered the service in March, 
1943. 


The Purple Heart, ‘awarded 
posthumously to Lt. Joseph P. 
Bloomfield, who was killed in ac- 
tion, has been presented to his 
mother, Mrs. Elizabett. I. Bloom- 
field, of 76 Baker street, N. E. 


BROTHERS IN SERVICE—Prc. 
Glenn A. Shope, Army Air Forces; 
Pfc. John H. Shope, Infantry; Pvt. 
Henry Grady Shope, Infantry; 
Set. James R. Shope, Railway Bat- 
talion, are all overseas. They are 
the sons of Mr. and Mrs. C. E. 
Shope, of Talking Rock. 


James FR. Shope 


SAIPAN INTRO UCTION— 
Sgt. Charlies H. Gardner, me-) 
chanic with the 7th AAF. sor? of 
Mr. and Mrs. C. H. Gardner, of 
2893 Lookout place, ha never 
met his brother-in-law, Pvt. Roy 
J. Latham, of the Infantry, who 


had married his sister, Margaret,| ville. To priva:2 first class: 


Roy J. Latham Alfred J. Byess 


in January, 1944. Like most ev- 
erything else, he thought he would 
have to wait for that till after 
the war. Imagine ‘is surprise 
when a strange man walked up 
to him on-Saipan—of all places 
—shook his hand, and introduced 
himself as his brother- ‘in-law! 


OVERSEAS—In Germany: Pvt. 
Alfred J. Byess, Infantry, son of 
Mr. and Mrs. ). W. Byess, of 
Marble Hill, 
the Silver Star medal and the 
Purple Heart. In France: Pvt. 
Robert A. Wilson, son of Mr. and 
Mrs. Robert Wilson, of Lithonia. 
In the Philippines: Pvt. W. T. 
Ewing Sr., husband of Mrs. Hazel 
Ewing, of 29 Leslie street, N. E., 
and son of Mrs. R. W. Ewing, of 
1360 Finley street, N. E.; Pvt. Wil- 
liam M. Holcombe, son of Mr. and 
oo Bill Holcombe, of Lawrence- 
ville. 


PROMOTED—Tc major: 


Frank | 


a 


Robert A. Wilson W. T. Ewing Sr. 


Wm. M. Holcombe Frank lL. Fenn 


F, Johnson, WAC, of 240 Fraser '| 
street, S. E. 


COMMISSIONED—Second lieu- 
tenant in the Infantry: Dennis 
Church, of Atlanta. 


*“ AWARDED—Gold Star in lieu 
of a second Silver Star medal: 
Cmdr. Thomas Wesley Hogan, 
USN, of Canton, submarine com- 
mander, for heroism; previously 
awarded the Navy Cross with) 


Designated | 


all-star heavyweight mat program | 


By F. M., 


lanta basebal] 


Manager Ki Ki Cuyler said he} 
would open the tilt with Kenneth | 


Deal, a North Carolina right- 


ball, and follow with Doyle Wil- 
liams, a 200-pound fireballer from 
Atlanta. There will be a third 
hurler for the game, but just who 
will get the call must wait until 
game time, Cuyler said. 

A lot depends upon how well 
Deal and Williams develop this 
season, especially Williams. 
WILLIAMS IMPROVES 


'has 


Deal is a youngster, not yet 18 | 
years old, and still growing. Wil- 
liams is also a young man, 
the size now to become 
really fine pitcher. 
last season, when he 


a 


was with | 


| Atlanta for a few games, was con- | 


trol. 

So far this spring, he has shown 
'marked improvement. Cuyler be- 
lieves his lack of control last year 
was caused by not being in tip- 
top condition. This spring, the) 
Cracker mandger has brought the | 
boy along slowly and he'll be in 
the best possible condition when 
the season gets under way. 


Manager Cuyler expressed sat- 
isfaction over the performance of | 
his club in the two weekend | 
games with Fort Benning. After| 
losing the first one, 6-3, the a 
ers came back Sunday to win 
slugfest, 10 to 7. 

The hurling of Dick ee | 
drew special praise from Ki K 

“Mauney loks like he’s ae | 
for a really great season this | 
time,” Cuyler said. 

SHORTSTOP TOP PROBLEM 

The top problem confronting | 
the Cracker leader now is find- 
ing a shortstop. He has Ted Clies- 
lak, a regular third-sacker, work- 
ing at the spot now in order that 
he can give “Red” Harper a 
promising “hot corner’ guardian, 
a thorough trial. Chances are, 
however, Cieslak will start the 
season at third. 

In the outfield, 
rounding into shape. 

Roy Pinkston in right, 
Gearhardt, who reported baeaath iy, 
in center, and Oscar Garmendia, 
whose improvement is 
amazing, in left is just about the 
way the Crackers will start this 
time. 

Bob Reid is a fixture at first 
base and Jack Hollis likely will 
be at second. Mel Ivy and Carl 
Hower are capable catchers. When 
the situation at short is cleared 


things are 


to go. 


Auburn Schedules 
Only Four Meets 


AUBURN, Ala., April 9.—Wil- 
bur Hutsell’s 24th season of track 


ticularly bright one. Both dates 
and material are scarce this spring. 

Hutsell today announced the 
Tigers would compete in only four 
meets. They are: 


burn. 


in triangular meet at Atlanta. 


May 12—Southeastern A. A. U.) 


meet at Auburn. 


May 19—Southeastern Confer- 


and the recipient of| three gold stars, in lieu of two ad- ence meet at Birmingham. 
| ditional Navy Crosses. 


The only outstanding performer 


the most outstandng man in an|on Hutsell’s team is Curtis Kuy- 


LCI crew in the Mediterranean: | kendall, 


James O. Wages, MOMM 2/c,| 
USNR, husband of Mrs. J. 

Wages. of Columbus, and son of 
Mrs. Martha Wages, of 1107 More- 
land place, S. E. He participated 
in the amphibious assault on the 


coast of southern France last Au-| 


gust. The eighth oak leaf cluster 
to the Air Medal: Capt. Fred W. 
Evans Jr., 9th AAF, of Atlanta. 
The Purple Heart: Lt. Jean Pres- 
ton Bacchus, liaison pilot, husband 


L. Fenn, 8th AAF, formerly of At.| of Mrs. Martha Bacchus, of Dora- 


lanta. To technical sergeant: Har- 
old W. Pinson, 9th AAF, of 1049 
Sells avenue, S. W.; J. D. Wells, 
9th AAF, of 695 Cherokee avenue, 
- E. To ships’ cook second class: 

Wilmer Ray, USNR, of D 


ville, for wounds received in action 
on Leyte Oct. 26. 


Photographs submitted for use in 
this column should be clear black 
and white prints. Colored photo- 


iels-| graphs, brown or sepia prints, are 
elen| 


not acceptable. 


the Southeastern Confer- 
|ence quarter mile champion. Cur- 
tis has worked out only a few 
times. 


a a ——- ———- ee 


Al Blozis Killed 


In Action in France 


NORTH BERGEN, N. J., April 
9.—(4’)—Second Lt. Al Blozis, 
former National A. A. U. 
and outdoor shotput champion and 
an all-league tackle in 
tional Professiena! Football 
League, was killed in action in the 


Vosges mountains in France on 
Jan, 29, the War Department no- 
tified his family yesterday. 


|in action. 


hander with a honey of a curve) 


but he | 


All he lacked | 


Lloyd | 


really | 


up, the Crackers will be ready. 


coaching at Auburn isn’t a par-| 


April 28—Maxwell Field at Au- 
May 5—Georgia Tech, Florida | 


26, | 
indoor | 


the Na-!| 


He | 
previously was reported missing | 


‘Maxwell Field Plays 
Crackers Here Today 


WILLIAMS. 


A couple of young pitchers who may hold the fate of the At- | 
club this season will 
today wher they face the Maxwell Field Marauders for three in-| 
nings apiece in the third spring exhibition game, beginning at 3 p. m. 


see their 


NELSON FAINTS 
BUT SHOOTS 69 


t MOBILE, Ala., April 9.—(4) 
| Byron Nelson, golfdom’s lead- 
ing money winner of the year, 
paired with Dick Crawford 
Sr., finished all square with 
Jug McSpaden and Gordon 
Smith Jr. in an 18-hole exhi- 
bition match at the Country 
Club here today. Both Nelson 
and McSpaden toured the dif- 
ficult par-72 course in 69. Nel- 
son had two birdies and an 
eagle, McSpaden five bifdies. 
Both pros were late report- 
ing for play, due to an unusual 
occurrence at Brookley Field. 
McSpaden, suffering from a 
large cist on his back, was 
taken to field hospital to have 
it lanced. Nelson, looking on, 
| fainted at the sight of blood. 
| both men complained of 
| physical weakness during the 
| first nine holes. 
| Nelson stated that he has 
had only 10 days’ rest from 
competitive play since Novem- 
ber of 1943. His next tourna- 
ment will be in. June, 


Ex-UCLA Gridder 


Will Play Here 


| Jackie Robinson, former UCLA 
'football star, will be in the line- 
|up of the Kansas City Monarchs 
|when they play the Birmingham 
‘Black Barons in 
park Wednesday afternoon at 4:30 
o'clock, 
played ‘at the park this year. 
The California star has 
playing good bali 
the team this year and much is 
expected of him from the man- 
agement of the Monarchs. They 
feel that Robinson will plug the 
‘open gap they need to win the 
\American League pennant. 


Didriksen Ends 
4-UP on Betty 


LOS ANGELES, April 9.—(#)— 
The long-hitting Babe Didriksen 
Zaharias, wonder girl of golf, fin- 
ished four up on Betty Jameson, 
of San Antonio, Texas, yesterday 
at the end of 36 holes of their 72- 
hold charity clash. They'll re- 
sume friendly hostilities April 28 
in Betty’s home town. 
| The Babe was simply too much 
| for Betty, former two-time nation- 
al champion. 


AAC Badminton 
Squad Is Winner 


COLUMBUS, Ga., April 9.—The 
Atlanta Athletic Club badminton 
team defeated Fort Benning’s 
squad here Saturday, 6-3, in nine 
‘matches being played at the post 
| gym. 

The results: 

SINGLES. 
Sgt. Previte (B) defeated Ed 
| (AAC), 15-13, 15-8, 

Taylor (AAC) over Lt. Carl Koberman 
(B). 18- 17, 15-8 
) Holl (AAC) over Lt. 
(Ft). te 
| Majos Re bin on (AAC 

15-7 
Hhelgrade (BR) 
15-9, 12-15, 

over Sgt. 


Wynn 


ell Richardson 
15 


) over Lt. Hottell 

(Ft) 5.145 
Sut Bill 

Rocker (AAC) 
Patton (AAC) 


15-6, 15-8 
DOUBLES. 

Lane and Taylor (AAC) Oren ts 
and Richardson (B). 15-6, 10-15, 

Goberman and Bel rade (B) over Hole | 
lowell and Rocker, 15-68, 8-15, 15-10. 

Roberts and Patton (AAC) over Hottell 
and Golan (B), 15- 8, 15-10. 


Met Women Golfers 
‘Will Play Wednesday 


The Metropolitan Women Golf- 
ers will hold their regular weekly 
play at the Candler golf course 
Wednesday morning. 
This is 

women golfers are. privileged 
and take part in the actvi- 
ties. Wednesday prizes will be 
awarded for low gross and net 
winners with play starting at 
, 9:30 a. m, 


oe r John 
15- 


Golan 


all 
to JOIN 


h 


Ponce de Leon | 
to 26. 
the first twilight game) 


a city organization and 


first mound action | 


been | 
since joining | 


% 
| 


38 Gridders 
Begin Drills 
Under Dodd 


Thirty-eight candidates greeted 
Coach Bobby Dodd for the first 
spring football practice at Georgia 
Tech, 

There were 14 members of last 
year’s squad on hand, one who 
played regularly in 1943, and an- 
other of last season who watched 
in civilian clothes. 

Walter Kilzer, who was a regu- 
lar end on the Tech Sugar Bowl 
team of 1943, recently discharged 
from the Navy, was on hand. 
Bobby Davis, who was a freshman 
tackle last season, was not in uni- 
form, having only recently left a 
hogpital bed. 

Those who played last season in 
uniform yesterday included Deane 
Gaines, tackle; George Mathews, 
halfback; Paul Duke, _ center; 
Dinky Bowen, fullback and half- 
back; Johnny McIntosh, quarter- 
back; J. I. Wilson, end; Ed Holt- 
singer, Barron and _ Cleaborn 
O’Kelley, centers; Jack Glenn, 
tackle; Luke Bowen, George Hills 
and Mel Stamper, guards, and Joe 
Basler, quarterback. 

Dodd sent his charges through 
only a light drill, but they were 
in full uniform, pads and all. 

It will be some time before a 
regular scrimmage is held, but 
rough work of a sort will be on 
schedule before the week is over. 

Aiding Dodd in directing the 
opening workout were Ray Ellis, 


line coach, and Dwight Keith, who} da 


will be in charge of the backs. 


Purples Outswim 
ASA Tankers, 40-26 


The Boys’ High Swimming 
team, coached by Dave Johnston, 
cutswam the Atlanta Swimming 
Association mermen in the Emory 
pool yesterday, rolling up 40 points 


RESULTS. 

50-Yard Free Stvle—l. Heist 
2. Swanson (B); 3, Watkins (B). 
26.1. 

100-Yard Breast Stroke—l, Smith (B);: 
2, rey (B); 3, McDonough (ASA). Time 

220-Yard Free Styvle—1, Hiles.(B): 32, 
Harp (B); 3, Heist (ASA). Time—2.39. 

100-Yard Back Stroke—1. Swanson (B); 
2, Cunningham (ASA); 3, Ridley (B). 
Time—1:18.3. 

100-Yard Free Style—1!, Hiles (B): 2, 
Gilchrist (ASA); 3, Williams (B). Time 
— #0 seconds. 

Fancy Diving—1!. (ASA); 32, 
Morrison (B); 3, Conklin (ASA). 

200-Yard Medley Relay—l, Boys’ 
(Neely, Ridley, Watkins). 

266-Yard Free Style ’ 
(Crawley. Van Pelt, Gilchrist, 
timees: 44. 6. 


Exhibition Results 


Martin Bombers 000 000 003—3 5 1 
Washingtorr (A) 000 300 O0O1I—4 8 2 
Bringer, Williams (5), Clemence (7) and 
Pieretti and Evans. 
New York (N) 103 040 300—10 10 0 
Newark (IL) 000 000 000—0 5 4 
Mungo and Berres: Mistos, Stepanovsky 
(5), Metigano (8), and Steineke, Losey 


(8). 
Boston (N) 201 100 010—5 9 1 
Philadelphia (N) 022 000 000-410 0O 
Cozart, Petty (7), and Kluttz; Refeens- 
and Seminick, Man- 


berger, Ripple (7), 
cuso (7), 

Home run, (Boston) in fourth 
Cincinnati! (N) 040 000 100—5 8 1 
Chicago (N) 112 010 OO1l—6 8 1 

Libke, Dasso (4), Heusser (9) and Just, 
Riddle (6); Chipman, Wyse (5) and Liv- 


ingston® 

Chicago (A) 011 200 101—6 15 1 

Detroit (A) 020 000 O?x—9 11 3 
(7) and Tresh; Benton, 


Lopat, Hayes 
Pierce (7) and Swift. 
Cleveland (A) 700 060 003—16 17 
Indianapolis (AA) 010 000 O000—1 6 1 
Gromek, Embree (6). and Ruszkowski: 
Jeffcoat. Wilke (4), (6) and 
Lyons, Detore (7). 


(ASA); 
Time— 


Sanders 


‘Haw). 


Warneker: 


Joost 
with one on 


Durheim 


SPORTS 


12 @ THE ATLANTA CONSTITUTION ® Tuesday, April 10, 1945 


MUNGO IN FORM 


As Giants 


NEWARK, 


Mungo, whom Manager Mel Ott 
is counting upon as his No. 2 
pitcher, struck out seven and 
walked five. Only one Newark 
player advanced as far as third 
base, two others reaching second. 

Johnny Rucker led a_  10-hit 
Giant assault on three Newark 
pitchers with a triple and two sin- 
gles. The Giants also received 
seven bases on balls while New- 
ark chipped in with four errors. 


KELL GETS HOT 


FREDERICK, Md., April 9.— 
(UP)—Although disappointed 
with the condition of his team in 
general, Manager Connie Mack of 
the Philadelphia Athletics took 
time out today to praise the work 
of George Kell, third baseman. 
Mack said both Kell’s fielding and 
hitting was much better than last 
season. In 1944 Kell led the league 
in hitting into double plays. So 
far he has not hit into one this 


spring. 


CHAPMAN OR DAVIS 


BEAR MOUNTAIN, N. Y., April 
§.—(UP)—Manager Leo Durocher 
of the Brooklyn Dodgers an- 
nounced today that either Curt 
Davis or Ben Chapman will draw 
the pitching assignment for the 
opening game of the season 
against the Phillies April 17. 


Al Zachary, rookie pitcher, noti- 
fied the club that he had been re- 
classified 1-A and would stay in 
his war plant job, 


TRIBE’S FIFTH STRAIGHT 


INDIANAPOLIS, Ind., April 9. 
(UP)—Paced by Manager Lou 
Boudreau and Rookie Catcher 
Henry Ruzkowski, who drove in 
nine runs between them, the 
Cleveland Indians smashed the In- 
dianapolis Indians of the Ameri- 
can Association, 16-1, today. It 
was the American Leaguer’s fifth 
straight exhibition baseball vic- 
tory. 


CHIPMAN PITCHES 

FRENCH LICK, Ind., April 9.— 
(UP)—The Chicago Cubs defeated 
the Cincinnati Reds, 6-5, today for 
their third victory in the five- 
game series. 

Pitchers Bob Chipman and Hen- 
ry Wyse handled the Cub’s hurling 
duties, the latter permitting only 
one run in the last five innings. 
The Cubs dlso today optioned 
Shortstop Charley Brewster to Los 
Angeles and released Charley Gas- 
saway, southpaw hurler, outright 
to Milwaukee. 


COZART. MATE STAR 


WILMINGTON, Bel., April 9.— 
(UP)—Meeting their first major 
league competition of the season, 
the Philadelphia Phillies dropped 
a §-to-4 decision to the Boston 
Braves before 1,000 spectators to- 


y. 
Singles by Tommy Holmes and 
Joe Mack and a long fly by Clyde 
Klutz broke a 4-4 tie in the eighth 
inning. Two Boston rookies, 
Charles Cozart and Harry Petty, 
held the Phillies to 10 his. 


TIGERS CLIP CHISOX 


TERRE HAUTE, Ind., April 9.— 
(UP)—The Detroit Tigers squared 
their spring exhibition series with 
the Chicago White Sox at 2-all to- 
day when they whipped the Chica- 
goans, 9-6. Although they were 
outhit, 15 to 11, the Tigers gained 
victory by turning in double plays 
in the second and third innings, 
each time with the bases loaded. 

The Tigers took advantage of 
Pitcher Joe Haynes’ wildness in 
the eighth when they pushed 
across seven runs on five hits and 
four walks. 


SOLONS NIP BOMBERS 


COLLEGE P Md., April 9. 
(UP)—A single by die’ Butka, a 
rookie, scored Fred Vaughn from 
second in the last half of the ninth 
inning to give the Washington 
Senators a 4-to-3 victory over the 
Martin Bombers today. 

Marino Pieretti, a rookie, shut 
out the Bombers until the ninth 
when they scored three runs to tie 
the game. He yielded only six hits 
while the Senators made eight off 
three Bomber hurlers. It was the 
Senators’ last game at their spring 
training base. 


S BREAK CAMP 


ATLANTIC CITY, N. J., April 
9.—(#)—-The New York Yankees 
finished their stay here today with 
another drill on Bader Field but 
without Manager Joe McCarthy in 
attendance. 

McCarthy, chagrined that his 
club had lost three in a row to 
the Boston Red Sox, was reported 
indisposed and kept to his room. 

During their stay here the Yan- 
kees worked out of doors 27 days 
and were forced inside but twice. 


WHY TAXIS HAVE FEW ACCIDENTS 


THE ANSWER... -GO0D BRAKES 


We Are Equipped to Give 
EXPERT BRAKE 
SERVICE 


—_— - 


« Denvenienite located. Bring your car by on way to 
work. We will have it ready for you when you get off. 


FIRESTONE STORES 


Spring and Baker Sts. 


Peachtree and iith $ts. 


WA. 8628 
HE. 3631 


Gordon and Whitehall Sts. 


Rucker's Bat Booms 


Win, 11-0 


N. J., April 9.—(UP)—Van Lingle Mungo allowed 
only five hits in going the route today as the New York Giants 
shut out the Newark Bears of the International League, 11 to 0. 


NGIC Champs 


Play Unbeaten 
Marietta Nine 


By CHARLIE ROBERTS 


Three NGIC games are on the 
docket for today with undefeated 
West Fulton, the Old Man River 
of Atlanta high school baseball, 
seeking its third victory in three 
starts against also unbeaten Mari- 
etta in Marietta in the feature 
game. The Owls have rolled to 
five consecutive NGIC crowns, or 
one each year the school has been 
in existence. 

Coach J. B. Cash’s charges may 
be up against their toughest com- 
petition in Harrison Anderson’s 
Blue Dévils who have one of the 
best pitchers in the prep ranks 
here, Lefty Sam Maddox, primed 
to go the route. Maddox, a strike 
out artist, lost only one game last 
year. 

Both teams have beaten College 
Park and Fulton’s strong Redbirds 
in league games to date. 

Coach Bill Badgett will send his 
Decatur Bulldogs to the diamond 
wars for their 1945 baptism of fire 
today at 4 p. m. on the Decatur 
field where Coach O. E. Owen's 
Commercial Typists, winner of 
their only loop tilt to date—6-2— 
over Druid Hills will be the foe 

Harlan Harris and his College 
Park Rams will journey to Bris- 
bane park to tangle with Claud 
Willis’ hard-luck Fulton High nine 
and Dick McMillin, one of the 
top hurlers in the league. This 
one is also slated at 4 p. m. 

Coach Allen Shi’s GIAA de 
fending champs, the team without 
a league in which to play, will 
open their season simultaneously 
with the Marist Cadets at 3 p. m. 
Wednesday at Piedmont park. The 
Smithies, state champions for two 
years in a row, reputedly have am 
other very strong team. 


Jeff Beard Called 
For Army Physical 


AUBURN, Ala., April 9.—G. W. 
(Jeff) Beard, business manager of 
the Auburn Athletic Association 
and assistant track coach, reports 
Tuesday at Fort McClelland for 
his pre-induction physical. 

Jeff is 34, married and the fa- 
ther of three children. He grad- 
uated from Auburn in 1932 after 
having starred in track and field. 
He as been on the athletic staff 
since 1937. 


——_- 


Blended Whisk 
65% grain 
GOODERHAM & WORTS LID | 
Peo: 


86 proof 
Spirits 


ey 


reutral 


ig ltlinois 


~~ FUNERAL NOTICES 


FUNERAL NOTICES 


McCULLOUGH—Funeral services 
or Mr. W. T. McCullough Sr. will 

held Tuesday, April 10, 1945, 
at 3:30 o'clock at Spring Hill, Dr. 
William V. Gardner, Dr. Lester 
Rumble officiating. Interment 
West View. H. M. Patterson & 
Son. 


Ce ee —- —— +) = oo 


DOWNEY, Dr. Carroll ‘William— 


SMITH, Mr. Clyde O.—died Mon-. 


day in his 55th year. Funeral will 
be announced upon arrival of 
relatives. _Awtry & Lowndes. 


FRANCIS, Mr, r, William — P.—Fu- 
neral services for Mr. William P. 
Francis will be held Tuesday, 
April 10, 1945, at 10 o’clock at the 


graveside in West View. Rev. L. 


CHICAGO GRAIN 


CHICAGO, Aprif 9.— 
WHEAT— 


Open. High. Low. 
1.73% 1.74 1.72% 
1.5942 1.60% 1.59% 
56 3=—s: 11.56%, 1.55% 
‘e 1.54% 


1.13% 


Close. 


1.54% 


1.13% 
1.08% 
107% 
1.04% 


65 

56%, 
54 le 
53% 


DOW-JONES AVERAGES 


(Furnished by Merrill Lynch, Pierce, 
Fenner & Beane) 
STOCKS 


Open High 
156.44 156.71 
51.52 51.56 
28.00 28.07 
58.07 


Inds. 
Rails 
Utils. 


Stocks 57.98 


Net 


Low Close Ch 
155.91 
51.17 
27.79 
57.00 


BONDS 


* | 10 


Bonds 
lst Rails 
2nd Rails 
Utils. 


,10 
10 


Net | 
(he 
0.05 

0.02 
+ 0.05 | 
109.30 —0.08 | 
+ 0.25 


Close 
106 42 
115.19 
95.76 


107.06 


156.10 —0.23 
51.19 —0.16 
27.85 —0.17 | 
57.77 —0.12 


STOCK 


SALES 


S| NEW YORK, 


the 


was 
( ashing 
hour 

The 
relatively steady 


| cropped 


April 


up in 


9.—(#)— 
Scattered stocks managed to get in 
market’s plus column today, 
but buying confidence generally 
lacking and sufficient profit 
the final 
to stall many leaders. 


bond market retained ‘a 


indertone today 


INVESTING COMPANIES 


NEW YORK, April 9.—({AP)—(National 

Association Securities Dealers, Inc.). 
Bid Asked 

Affiliated F Ine 4.59 4.80 
Am Bus Shrs 
Bankers Nat Inv 
Bullock Fund 
Delaware Fund 
Dividend Shra« 
First Boston Corp 


First Mutual Tr Fd 
Group Sec Agricultural 
Group Sec Automobile 
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COTTON 


ATLANTA SPOT 


Atlanta spot cotton middling 15- 
16 incomplete uncompressed in 
warehouses) advanced to 22.25 
from 22.18, the previous close. 


AVERAGE PRICE 


time eFC eee eee eee ee eee ee ee 
mes eteaete ee eee eereeeeeee 


ical 
Cemetery 


our-grave 
animal cemetery on cement walk, $40 


E. Smith will officiate. Harry G. 
Poole, funeral director. 


1/10 Inds. 

Transactions in stocks used 
today: Industrials, 35,000; rails, 
utilities, 78, 500; total, 143,5 570. 


CASH GRAIN 


CHICAGO, April 9.—Cash wheat: 
ket firm at ceiling. No. 2 hard, 
PEstimated receipts, 61 cars. 

Corn: Demand good with dry grain 


with substantial help from a se- 
lected group of secondary rails. 

In the curb, Kobacker Stores 
rose 5 points on the sale of 90 
shares in response to a splitup an- 
nouncement. Ahead were R. Hoe 
& Co., Mining Corp. of Canada and 
Salt Dome Oil, Turnover here was 
210,000 shares versus 200,000 in 


Group Sec Aviation 
Group Sec Building 
Group Sec Chemical 
Group Sec Foods 
Group Sec Investing 
Group Sf Merchandisi 
Group § Mining 
Group Sec Petroleum 
Group Sec R R Equip 
Group Sec R R Stock 
Group Sec Steel 
Group Sec Tobacco 


NEW ORLEANS April 9.—(#)— 
The average price of middling 
15-16-inch cotton today at 10 desig- 
nated southern spot markets was 
30 cents a bale higher at 21.92 
cents a pound (new season high); 
average for the past 30 market 
days 21.77; middling 7-8-inch aver- 


of Tallapoosa, Ga., died Sunday 
night in a local hospital. The 
body will be carried Monday aft- 
ernoon to Landrum, S. C., where 
funeral services will be hejd Wed- 
nesday afternoon. Surviving are 
five sons, Atwood Downey, Gar- 
land Downey, of Talapoosa, Ga.; 


in averages 
30,070; 


1.13% 
1.26%, 
1.17% 
1.17 


1.09% 1.09% 
1.05 
99 


1.29% 
1.24%, 
1.16% 
1.15% 


1.08% 
1.05 


93% 


down mo. WA. 83651. 
Lost and — 8 
LOST—DOCTOR'S BLACK LEATHER 
WITH 


16 
1.14% 


1.0844 
1.05% 1.05 


FORD, Lieut. Col. Christopher—of 
Miami, Fla., died April 9, 1945. 
Surviving are his wife; sons, Mr. 
Christopher W. Ford, Mr. "Dick 
Ford, both of Miami: daughters, 
Miss Marion Ford, Chicago; Miss 


REWARD. NO 
. CALL JA. 5161, 
wrist 


Mar- 
1.76%. 


watch, 


Marion Downey, of U. S. Navy; 
Dr. W. P. Downey, of U. S. Navy; 
and Roderick Downey, of U. S. 
Navy: three daughters, Mrs. L. 
Downey Flaihive, of Americus, 
Ga.; Mrs. C. C. Johnson, of Rich- 
mond, Va.; and Mrs. H. L. Ma- 
thews, Chattanooga, Tenn. Miller 
Funeral Home, Tallapoosa, Ga. 


HOLTZCLAW, Mr. 

friends and relatives of Mr. and 
Mrs. E. E. Holtzclaw, Mr. and Mrs. 
J. C. Holtzclaw, Mr. and Mrs. W. 
©. Holtzclaw, Mr. and Mrs. E. C. 
Boling, Ja¢ksonville, Fla.; Mr. 
end Mrs. B. Shirley, Mrs. Evie 
Gazaway, Mrs. Lizzie Whit, Mr. 
and Mrs. W. Burns and Mr. and 
Mrs. Albert Stephens are invited 
to attend the funeral of Mr. E. 
E. Holtzclaw Wednesday morning 
at 11 o'clock at Pleasant Hill Bap- 
tist church, Gainesville, Ga. Rev. 
John V. Ray will officiate. Inter- 
ment in churchyard. A. S. Turner 
& Sons. ; 


HOLLAND, Mrs. Martha—the rel- 
atives and friends of Mrs. Martha 
Holland, Mr. and Mrs. Ed Clark, 
Powder Springs, Ga.; Mr. and Mrs. 
J. S. Holland,.Aragon, Ga.; Mr. 
and Mrs. W. P. Cason, Marietta, 
Ga.; Mr. and Mrs. T. B. Tibbits, 
Atlanta, Ga.; Mr. J. T. Barnett, 
Rome, Ga.; Mr. and Mrs. George 
Barnett, Yatesville, Ga., and nieces 
and nephews are invited to attend 
the funeral of Mrs. Martha Hol- 
land this (Tuesday) afternoon at 
2 oclock at the Raccoon church, 
Bartow county. Rev. Henry Wom- 
mack will officiate. Interment in 
churchyard. Lindley Funeral 
Home, Powder Springs, Ga. 


ATCHLEY, Mrs. Joan—Friends of 
Mrs. Joan Atchley, Mr. and Mrs, 
Marvin Yarbrough, Mr. and Mrs. 
Marshall Gregg, of Marietta, Ga.; 
Mr. and Mrs. Weyman Price, of 
Marietta; Mr. and Mrs. Elmer 
Cornes, of Chattanooa Tenn.; Mr. 
and Mrs. Jesse Lee Atchley, C. R. 
M., Navy, are invited to attend the 
funeral of Mrs. Joan Atchley this 
(Tuesday) morning at 10:30 o’clock 
from the chapel of J. Austin Dillon 
Co. The Rev. Harry. L. Smith, of 
the Stewart Avenue M. E. church, 
will officiate. Interment, Mountain 
View cemetery. The following will 
please act as pallbearers and meet 
at the chapel at 10:15: Messrs. C. 
Herron, J. H. Baleman, W. S. 
King, H. C. Thompson, L. F. Yar- 
brough, P. L. Yarbrough. (Miami, 
Fla., papers please copy.) 


Monuments 
--~y ¥ py select marble or 


Ph or night—DE. ws 
DIXIE MARBLE & GRANITE C 
DeKalb and Mayson Aves.. Atlanta, ‘Ga. 


| AWTRY & LOWNDES 
FUNERAL DIRECTORS 
NOW. 3 QUICK AMBULANCES 


E. E.—The | 


Betty Ford, Miami. H. M, Patter- 
son & Son. 


HANCOCK, Mrs. G. N.—Friends 
of Mr. and Mrs, G. N. Hancock 
and Mr. W. E. Hancock are invited 
to attend the funeral of Mrs. 
N. Hancock this (Tuesday) after- 
noon at 2 o'clock from the chapel 
of J. Austin Dillon Co. Rev. Sid- 
ney Gates will officiate. Interment 
in Greenwood. 


MUNDY, Mrs. J. T. (Agnes Woo- 
ten)—of 874 Boulevard Circle, 
N. E., died April 9, 1945. Surviv- 
ing are her husband; brothers, Mr. 
A. H. Wooten, Sgt. Omer H. Woo- 
ten, Milledgeville, Ga.; Mr. E. L. 
Wooteg, Plant City, Fla.; Mr. Jes- 
sie Hugh Wooten, Lumber City, 
Ga.; sister-in-law, Mrs. K. H. Woo- 
ten; brother-in-law, Mr. N, C. Ran- 
dall; several nieces and nephews. 
Funeral services will be held Wed- 
nesday, April 11, at 3:30 o'clock 
at Spring Hill, Rev. J. Omer Jones 
officiating. Interment West View. 
H. M. Patterson: & Son. 


McKENNIE—The friends and rel- 
atives of Master Sgt. and Mrs. A. 
B. McKennie, Patricia Anne Mc- 
Kennie, Mrs. L. M. McKennie, 
Memphis, Tenn.; Mr. and Mrs. M. |; 
D. Webster, West Helena, Ark.; 
Mr. and Mrs. Chester Williams, 
Memphis; Mr. and Mrs. Lee Rob- 
ertson, West Helena, Ark.; Mr. 
and Mrs. J. C. McKennie are in- 
vited to attend the funeral of Mas- 
ter Sgt. A. B. McKennie, VU. S. 
Army, retired, Tuesday, April 10, 
1945, at 2 o'clock at Spring Hill, 
Chaplain Frederick W. Hunt offi- 
ciating. Interment Marietta Na- 
tional cemetery. The pallbearers 
will be Mr. J. Everitt Thrift, Mr. 
Oren Warren, Mr. J. H. Huggins, 
Mr. L. L. Bobo, Mr. R. E. Hooks, 
Mr. Winston Groover; as escort: 
Members of Gate City Post No. 
72, American Legion. H. M. Pat- 
terson & Son. 


PERRIN, Mr. James E.—Seaman 
l/c U. S. N.“*R. The friends and 
relatives of James E. Perrin, Sea- 
man l1/c, U. S. N. R., and Mrs. 
Perrin;.two sons, Dennis and Mick- 
ey Perrin, Mr. and Mrs. G. B. 
Perrin, Mrs, James Hudgins, Mr. 
ih Perrin, Mr. Preston Perrin, 
all of Villa Rica, Ga.; Eunice Per. 
rin, Seaman l/c, South" Pacific, 
are invited to attend the funeral 
of James E. Perrin, Seaman 1/c, 
U.S. N. R., today (Tuesday), April 
10, 1945, at 3 o’clock from Con- 
cord Baptist church, Paulding 
county, with Rev. James Crabb 
and Rev. Guy Rainwaters offici- 
ating. Following gentlemen will 
serve as pallbearers: Mr. Eunice 
Harper, Mr. Buck Shaddix, Mr. 
Cliff Crewes, Mr. Otis Newman, 
Mr. Ofie Newman, Mr. Lloyd 
Newman. Interment, churchyard. 
R. O. Taylor Funeral Home, Villa 
Rica, Ga. 


wishes of all families. 


* “The worth of a man’s art 
must be judged by the 
beauty it brings into peo- 
ple’s lives.” 


WE PROVIDE services of memorable beauty and 
reverent dignity at prices that meet the needs or 


OUR PERSONAL SERVICE to the living is for 
people of all faiths regardless of every circum- 
stance except their requirements. . 


BOO PEACHTREF 
HEMLOCK 6¢ 


Rembrandt 
Said: 


G. 


MARKETS AT A GLANCE 


NEW YORK, April 9.— 
Stocks sold were: Railroads, 80,000; 
—— ae others, 370,000. 
onds: . 8. government, ~~ or rail- 
roads, $4,530,000; others, $620,000 


will LEGAL | NOTICE. 
w no e responsible for a 2 
ther debts incurr rd ay wif + a om 


LEGAL A NOTICE. _ 
I will not be responsible for debts 
made by anyone other than myself. 
LOVE BLACKMON. 
1257 Arkwright P14. 
The tab cht communication 


LODGE NOTICES 


Oxi . will be held this 


tiesdens' evening at its lodge 
rooms, Marietta etre 

N. W., pa pe promptly a 
7:30 o'clock. There will be no degree 
work at this meeting; there will be busi- 
ness of amgportance to every member of 
the craft e lodge has been summoned 
and eve member is expected to at- 
tend. a ting brethren cordially invited. 


By 
J. x HAL 
J. _ a. G. BENTON, Sec =e, W. M. 


The lar communication 
oe Bate | ity Lodge No. 2, F. 
A. M., will be held in the 
RE. temple, at the corner 
<= Peachtree and Cain streets, 


this (Tuesday) evening, 

Opes the 9th, at 7:30 o'clock, at which 

time the Fellowcraft degree will be con. 

ferred in full dramatic form by the 

Craftsmen’s Club, All qualified brethren 

are cordially and fraternally wy to 
A. ANDERS M. 


attend. 


CHAS. E. HALL, JR., Sec. 


Adamsville Lodge No. 171, 
F. & A. M., will confer the 
Fellowcraft Degree this (Tues- 
day) at 7:30 


This degr 
fag 
AN MARTIN, 


. R. BAUMGRAS, Sec. (RA. 8715.) 


The regular comenumtogtion 
of Cascade Lodge No. & 
A. M., will be Heid in its od e 
oom, 1501 Beecher street, 5 

.. this (Suessey) sevenin 
7:30 o'clock. The Master *,3* 
ree will be conferred by the Worship- 
ul Master. All duly qualified brethren 
are cordially and ffaternally invited to 
meet with us. By order of 

. COSTNER, W. M. 

E. BE. AIKEN, ‘Sec. 


The regular communication 
of Jos. C. Greenfield Lodge No. 
& A. M., will be held 

this (Tuesday ) evening, April 
10, co, CONS at 7:30 o'clock, in 

emple at Little Five 

Points. The Entered Apprentice Degree 
will be conferred by unior arden, 
one Jack L. Garton. All duly quali- 
ed brethren are cordially invited to at- 
tend. By a 


R. A. HUTE, 


of 
— L. EASON, W. M. 


A regular stated Ceremonial 

nearer of Yaarab Temple, A. 

O. N. M. S., will be held 

this’ ga Centar? FP tem ony Me ril 

a e anta unici- 

ATLANTA pal pre aw nd at 7:30 o'clock. 
From 6 until 7 p. m. a buffet su 

will be served to the Nobility in aft 

Hall. All members of Yaarab Temple and 

Nobles of other Temples are cordially 

invited to attend. 
BEN -HOLTZENDORF., Potentate. 
FRANK A. CUNDELL, Recorder. 


» ae 


FUNERAL NOTICES 


DOWNEY, Dr. Carroll W.—of Tal- 
lapoosa, Ga., died Sunday at a lo- 
cal hospital in his 69th year. Re- 


-—_— 


|S. C.; 
‘Mr. Jim Bailey, Aragon, Ga., and 
\the grandchildren are invited to 
attend the, funeral of Mr. Julius 
| Wilson Bailey this (Tuesday) aft- 
-ernoon at 2 o'clock from McDon- 
ald Memorial Baptist church, Rev. 


mains willbe carried to Landru 


'S. C., for funeral and interment. 
Awtry & Lowndes. 


HARPER, Mrs, J. E.—of 741 Fred- 
erica St., N. E., died April 9, 1945. 
Surviving are her daughters, Mrs. 
H, M. Abercrombie, Mrs. Charles 
C. Cross, Mrs. W. A. Richardson, 
|Mrs. J, W. Wootan, all of Atlanta; 
‘son, C. P.O. A. E, Harper, U.S. N. 
Corona, Calif.; sister, Mrs. “Ba 
Hogg, of Opelika, Ala.: brother, 
a. Be Gk Callaway, Atlanta, Ga. 
H, M. Patterson & Son. 


BAILEY, Mr. Julius Wilson—The 
friends and relatives of Mr. and 
Mrs. Julius Wilson Bailey, Mr. 
and Mrs. .W. J. Bailey, Mr. J. C. 
Bailey, all of Atlanta; Mr. and 
Mrs. H. T. Woolbright, Townsville, 
Mr. Paul Bailey, Rome, Ga.; 


W. L, Ross and Rev. Camp Thomp- 
son officiating. Interment Antioch 
Baptist churchyard, Awtry & 
Lowndes. 


(COLORED.) 

STEPHENS, Mr. George—of near 
Smyrna, Ga., passed at the resi- 
dence. His funeral to be an- 
nounced later by Hanley Co., Ma- 
rietta. 
CARTER, Mr. Jesse—of 697 Lar- 
kin street, S. W., Apartment 428, 
passed at a local hospital. Funeral 
to be announced by Hanley’s Ash- 
by Street Funeral Home. 


KISSER, Mrs. Annie—for 30 years 
#“g companion of Mother Henretta 
Beeman, 417 Auburn avenue, N. 
E.. passed away April 8. Funeral 
announcement later. Haugabrooks. 


HILL, Annette—Infant daughter 
daughter of Mr. and Mrs. Adolphus 
Hill, 402 Fraser street, S. E., passed 
at a local hospital April 9. Funeral 
announced later. Moreland Funer- 
al Home. 

BESS, Mrs. Emma Lee—of 1170 
Avenue E, Rockdale Park, the 
wife of Mr. E. L. Bess, passed 
away April 9. Funeral announce- 
mest later. Haugabrooks. 


STALLS, Mr. Thomas H.—of 363 
Magnolia street. The friends and 
relatives of Mr. and Mrs. Thomas 
H. Stalls and family are invited to 
attend the funeral of Mr. Thomas 
H. Stalls Wednesday, April 11, at 
2 o'clock at the residence, Rev. E. 
Webb officiating. Interment, Lin- 
coln cemetery. The body will lie 
in state at the residence from 7 
o'clock today (Tuesday) until the 
hour of funeral. Sellers Brothers. 


In Memoriam 
In memory ot our loving mother, Mrs. 
Frences Wright, who departed this life 
two years ago today. April 10, 1943. God 
took you, dear mother. cause it was His 
will, but in our pos Ba liveth still. 


HT, Son. 
MRS. THELMA E. 
ugter-in-Law. 


LITTLE JEAN FRANCINE WRIGHT. 
Granddaughter. 


(COLORED.) 
WILLIAMS, Mr. Will—The fu- 
neral will be held today (Tuesday) 
at 1 o’clock at New Hope Method- 
ist church, Bowdon, Ga., Rev. N. 
Moreland officiating. Interment in 
churchyard. Sellers Bros., of Car- 
rollton; Earl Robinson in charge. 


WATSON, Mr. Ben—Funeral serv- 
ices of Mr. Ben Watson, of Se- 
noia, Ga., will be held from Piney- 
woods church, near Rocky Mount, 
Ga., today (Tuesday) at 2 p. m., 
Rev. E. D. Person officiating: Inter- 
ment, churchyard. Roscoe Jen- 
kins, mortician, Newnan, Ga. 


JAMES, Mrs. Minnle Bell Martin 
—Friends and relatives of Mrs. 
Emma Martin, Gainesville, Ga.; 
Mr. and Mrs. Fred Worsham, At- 
lanta, Ga.; Mrs. Grace Williams 
and family, Mr. and Mrs. James 
Lash, Mr. and Mrs. J. O. Martin, 
Columbus, Ohio; Mr. Robert Mar- 
tin, Mr. Lyman Martin and family, 
Gainesville, Ga., are invited to at- 
tend the funeral of Mrs. Minnie 
Bell Martin James Wednesday, 
April 11, at 2:30 o’clock at the 
Gethsemane Holiness church. Elder 
Barbers will officiate. The body 
will lie in state from 5 o'clock 
Tuesday afternoon until hour of 
funeral at the residence, 864 Sum- 
mitt street. Interment in Eureka 
cemetery. Greenlee Funeral Home, 
Gainesville, Ga. 


In Memoriam. 

In memory of our dear father, Mr. Saul! 
E. Cummings, who departed this life one 
year ago today, April 10, 1944. 

God took you away, dear father, 

Because it was His will, 

But in out hearts you linger still. 

MRS. FLORA CUMMINGS, Wife. 

MRS. ELZUMA FORD. 

MISS ACQUILLA CUMMINGS, 
Daughters. 
MR. EDWARD CUM) s, 
MR. DEVERT CUMMI 


IN 


, G 
TILLMAN CUMMINGS. Sons. 
MASTER BENJAMIN CUMMINGS JR.. 

TER WILLIE FRANK CUMMINGS, 


Grandsons. | 


(COLORED.) 
TALLEY, Mr. John—of 141% 
Chapel street, died April 9, 1945. 
His-funeral will be announced by 
Ivey Bros., morticians. 


AKINS, Mr. W. H.+—The funeral 
will be held today at 12 noon from 
Brown Avenue Baptist church, 
Rev. R. H. Milner officiating. In- 
terment, Rock Springs cemetery, 
McDonough, Ga. Murdaugh Bros., 
171 Auburn avenue, 


RELIFORD, Mrs. Lula Mae—The 
friends and relatives of Mr. and 
Mrs. Charlie Reliford, Mr. Willie 
Reliford, Miss Warni@é Mae Crutch- 
field, of Columbus, Ga.; Mrs. Lily 
Colbert, Birmingham, Ala.; Miss 
Louise Butler, Mrs. .Mae Helen 
Dinson are invited to attend the 
funeral of Mrs. Lula Mae Reliford 
today (Tuesday), April 10, at 2:30 
p. m, at Sweet Home Baptist 
church, Rev, O. L. Jackson offict- 
ating. Interment in Lincoln ceme- 
tery. Ivey Bros., morticians. 


In Memoriam. 


In sad and loving memory of our dear 
mother, Mrs. Irene Cox, who departed 
this life six years ago today. April 10, 
1938. It is so hard to be without you, 
mother, dear, but God knows best. nly 
those who have lost thef&® mother can 
tell. God knows just how we miss you. 
Your memory will sweye linger with 
your children. The Fam 

MRS, LUCILE WEEMS, 

MRS. MARY HARRIS, 

MRS. WILLIE B. McCLENDON, 
MR. JOHN HENRY COX, Son. 
FRED HARRIS, Grandson. 


In Memoriam. 

In loving memory of our dear husband, 
daddy and brother, Mr. Robert Jackson, 
who left us one year ago today. April 10, 
1944. It is so hard to be without you, 
daddy, dear. But God knows best. Only 
those who have lost their father can tell. 
God knows just how we miss you. Your 
memories will always linger near us. 
Dear God, grant age eternal rest 

Sadly missed’ 

MRS. MARGARET JACKSON. Wife. 
on 
Daughter. 
K. Sister. 
Brother. 


MRS. LUVANNA PEE 
MR. JOHN Hi JACKSON, 


| —G 
GtN 3%s 105 


firm and poorer kinds hard to sell. 


ings, 
325 cars. 


Oats were steady. 


31 cars. 
Wheat: 
Corn: 

yellow, 
», 30-35 


: Nominal, 


feed, $1.05-$1.15 


Field Seed—Per hundredweight, 
Timothy. $6-$6.25; 
$31.50; 


nal: 
red clover. 
alsike, $28.50. 


60,000 bushels. 


No sales. 
No. 3 yellow. 
$1.12%-$1.13'4; 
(heating). 
| white heavy, 


malting, $1.20-$1.39'; 


sweet clover, 


mocks 
Estimated rectipfs, | 


the previous full 


session, 


raimated receivts./ DAILY STOCK AVERAGES 


$1,.14-$1.15%4; 


72c; No. 


nom 
red top, 


No. 
sample grade 


$15-$16; 
$10.65; 


(Compiled by the 
30 


| Net change 
2 Monday 
| Previous day 
| Week ago 
| Month ago 
l- | Year ago 
1945 
| 1945 
1944 
1944 


LIVESTOCK 


(Furnished by White Provision. Co.) 


Hogs: Good 


180 to 240 pounds, 
70, $14.50, 275 to 350, $14.50; 355 to 450, 
135 to 150, $13. pol 


155 to 175, $14; 
down; 


130° down, $13.00 


to choice barrows 


$14.50; 245 


good sows, 


$13.75; 405 to 500, 


Cattle: 
ers, 


$11. 
to medium cows, 


mostly $6.50 to $7.50. 
$11.50 to $13; most weighty bulls, $9 to 
common light bulls, $7.50 to $8.50. 
Best calves, $13.50 to $15; medium calves, 


$10; 


$15.50 to $16.50; 
$12.50 to $14.50; common butchers, 
Best fat cows, $11 to $12; 
$8.50 to $10; 


Good to choice steers and heif- 
medium to good, 
$9 to 
common 
canners 


Firm fat bull 


$11 to $12; common kinds, $10 down. 


and 
to | 


NEW YORK April 
| Advances 

Declines 

Unchanged 


Total issues 


action on the 


Net | 
Close.Chg. 
s, —— 
ACF-BrM é 
AdamsEx 
AirReduc 
AlaskaJun 


BOND SALES 


AlleghC 
Allegh pf 
AllegLStl 
AlliedMils 
Allis-ChM 
AmAir! 


DAILY BOND AVERAGES 


(Compiled by the Associated Press) 
20 10 10 lu 10 


Rails 
Net chng. ee 
Monday 
Prev. day 
Week ago 
Month ago 
Year ago 
1945 high 
1945 
1944 high 
1944 low 


SRS828833:; 


NEW YORK, April Sih ee is ‘ol 
list of today’s closing prices of 
bonds on the New York Stock Exchange: 


partial 


Util. 


Se ee 


U. 8S. GOVERNMENT, BONDS 
(Dollars ana thirty-seconds) 


TREASURY 
2 71-66 101.12 


59-56 102.164-.12 
68-63' 101.20+4-.3 
76-65 101.14+-.5 
71-66 101.13+-.1 


‘CORPORATION 
BONDS 
a 
101'2+-1 


122%+ Vs 


103% 
102% 
1312 


ACAL3% 105%— 


B— 
B&O1st48 103'2+ 
B&O 95A 80%+ 
B&O 95C 8844+ 


B&O cv60 69% + % 
B&O 4848 1032— | 


BosM4s60 102%4+ ! 
BRA4&P 57st 77%— 


BCRN 5s 34 


CP 4sprp 103'4 

CenG 5859 14%4+ 
CG cn5s 
CPac 5860 104'% 


Ch4A 38 382+ ! 


CE! inc97 66%+ 
CGW 4888 98 
CMSPP5s 88%+ 
CMSPP 5s 
2000 
CYSP 4'2 114%— 


CMSPg4s 111%:— ! 


C&NW 4'2 89%— 
CRIP 4'2 59's— 
CRIP 60 154%4— 
CRIP 4888 85 — 


CCCSL4'4 92'% 

CiUT5Ss73 107's+ 
CIUT 4% 
ConE 3/2 102%— 

— 

Del@H 48 105% 
D&RG 48 62' 
Erie 4¥es 95%+ 


FiaEC 5s 69 


Lp 


HudC $s 78 
H4&Mr5e57 7134 4- 
HM incSs 


InGN 6852 
IGN ist66 
InHE 6s 
InPap 5s 104'4-+- 
IT&T 4% 101% 
ITT 680655 103% 
KCFS 46 
KCS 50850 102 


vious day, $2,920,000; 

$7,532,000; 
to date, 
$1,003,024,500; 


year ago, 
$10,019,600; 
year ago, 
$1,201,004, 150. 


Jan. 


| NYNHH57 


54'4+ / 


21%e— ’ 


106% + 


3436+ 8 | Sopacks 


_ | SoPOr77 
|S Ryg4s56 99'% 


| UnDrg58 


a8 4+ M% 
+1% 


—_— 
LV 582003 64'4+ 
LV 4122003 58'2+ 
LV 482003 56'4-+- 
L&N 3%s8 1104+ 


— Vf —- 

MSP4SS 

Marie91 
MK T5s62A 
MK T5867 
MK T90 
MoP49 
MoP65A 
MoP77F 
MoP78G 
MoP80H 
MoP8i1 ! 
MoP4s75 
Mor& E55 


% 
Mo&E2000 69'4— !' 


a 
NOTM54 
NYC2013 93'% 
NYC2013A 85 
NYCcn98 89'2+-1 
NYCHSL 103% 
NYNHH48 65% + 
NYNHH67 63 
NYNHHS55 
NYNHHS56 
25'/2—1 
NYOWS2 
NYWB46 
NorfS2014 
NorP2047 
NP2047D 
NorP2047 
NorP97 
NorP2047 


27 
54'%4 


11444— 


| OhioEd74 106 — 


oe 


PenRR65 1225%%—4% | 
| PenRR8Bt 


125 
PenRR70 105 
PhHilEI67 107% 


PRC4&154 237 —3 


| PhilPet64 102% 


ital 


|'RIA&LS 57 


Ruti4/es41 20% 


StLIMS4s 
RG33 
StLSF50B 
StLSF78 
StLSF50A 
StLSW90 
SeaAL45 


| SeAL50st 100 
SeaAF35A 37'/2-+ |! 


94%4 + 
96%, + 
94%+ ' 
106'2— 
10072— 


SoPac68 
SoPac81 
SoPac69 


T&P79C 105'% 
ThAveso 52 — 
— 
052+ 


106'4— 


WMd52 
WeP2014 
WestVU60 108 + 
WisCen49 81%+ 


WisCS036 28's— % | 
Final total sales today, $5,180,000; pre- 
week ago, $5,356,600; 
aqo,. 
8,350; | Die C-Sea 


ago, 


two years 
$784. 


two year 


i 


ome ee 


Schedules Published as information. 


TERMINAL STATION—MA. 4900 


12:55 am 

12:55 am 
1:00 pm 
5:55 pm 
8:30 am 
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Eastern War ’ Time 


Attlves> A. & W.P.R. RO —TLeaves 
Montgomery-Selma 
New Orl.-Montgomery 9:30 am 
New Orl.-Montgomery 
Montg.-Seima-Local 
New Ori. -Mont ee 8:00 pm 
Cc. OF GA. 
3:25 pm Griffin-Macon- + 8:20 am 
Macon-Albany-Florida 10:15 am 
Columbus 10: 
Macon-Griffin 
Coiumbus 
Albany-Tampa-St. 
Macon-Albany-Florida 
Macon-Savh.-Albany | 
Fa rh saad AIR LIN§—Leaves 
pm Birmingham-Memphis 
Y.-Wash.-Rich.-Nort, 2:00 pm | 
5:10 pm | 
8:20 pm 
9:45 pm 


m Birmingham-Memphis 
Wash.-Rich. Nort. 
Y.-Wash.-Rich. Nort. 
s—SOUTHERN RAILWAY—Leaves | 
Birmingham-New Orl. 12:15 am | 
Wash.-New York-Ash. 
Diese] to Brunswick 
B’ham-Kan. City-Merm. 
Det.-Cleve,-Chicago 
Wash.-New York 
The Southerner-N. Or. 
Jaxville-Miami-St. Pete 
The Crescent 
Rome-Chattanooga 
Rich.-Wash.-New York 
Washington-New York 
B’ham-Memphis 
Warm Spgs.-Columbus 
Chgo-Louisv.-Cin.-Det. 
The Southerner-N. Y. 
Miami-Jaxville-St. Pete 
Jaxv.-Miami-Tampa 


Columbia-Charl.-Wash. 
Toccoa-G reenville 


UNION STATION — WAlnut 3666. 


Eastern War Time — 
A. B&C.R. R. 


Arrives— 


STREAMLINER 


8:30am Waycross-Miami-Fla. 
April3 Every 3rd day thereafter. 
f Cordele-Waycross 
6:55 am Thomv!.-Douglas-Bwick °: 50 prn | 
Arrives— GEORGIA RAILROAD —Leaves| Interikir 
; Auguste-Charleston 
Florence- Richmond 
Auguste-Florence 
7:20 am Tena eT RY 
& ST. L. RY 
STREAMLINER | 


35 pm 


7:20 arm 


Arrives— N., 
12:18 am 
Mar. 23 Every 3d 


7:30 pm Chgo.-St.L.- 
Chatta.- 


7:40 pm 


Arrives— 


r. ril 


ash.-Chat. 
Nash. 


Fgn. L.-Y. 
+.1 unch. unch. 
7.3 


SAAsVasIAT ! 
OnwuUeKwe eure. 


95 +1% | 
+ %) 


' , 


59% — % 
59%+ Va | 


192+ dy | 


+ Y% 
PenRRS2 104%— V2 


102%4— 


8:00 am 


9:30 am 
1:25 pm 


Leaves 


30 am 

te A 

6:00 pm 

Pete 9:00pm. 
9:05 pm | 
11:00 pm 


8:25 arm | 


1:30 am 
8:00 am 
8:00 am 


12:28 am 


0 am 


9:00 am 
9:00 am | 
9:00 pm 
9:00 pm 
~ Leaves | 
8:40 am | 
thereafter Mar. 22 
11:30 am | 
10:00 am | 
10:00 am Chgo.-St. L.-Nash.-Chat. 7:40 pm | 
8:30am Chatta.-Nash.-St. Louis 
L. & WN 
5:30pm Knox. via Blue Ridge 
9:20 am Cin.-Louisville-Chicago * 
8:25pm Cin.-Chicago-Detroit 


9:30 pm 


8:15 am ' 
8:00 pm 
9:40 am 


AmBosch 
AmC&Rad 
AmCan3 
AmC&Fd 
AmChéC 
AmDistill 
Amé&ForP 
A&FP2pf 
AmHomeP 


| AmStFdrs 
AmT4&T9 163 4 
AmTob6 152%4+ 
AmTypeF 13'2— 
AmvViscos. 45% + 
AmvVis pfs 11'4— 
AnacCop 31%— 3 
AnchHGI 31 

as Armour&C 7% 

Ye ArnolidCon 14'e— *% 
Hl - | AssdDryG 14% 4- 
AtT&SF6 84%—1's 
AtiCstL3e 65'4— 
AtiRefin 33% + 
AtiasCorp 15% 
_AviaCorp 5% + 


“4 


Bald! 2¢ 
Balt&Ohio 
B&O pf 
Bang&Ar 
BarbAsph 
* | BarnsdllO 
| BathiWks 
BellAircie 
BendixAv 
| Best&Co 
BestFoods 
BethSti6 
| Blaw-K 
| BoeingAir 
| BordenCo 
Borg-War 
BraniffAir 


NEW YORK, April 9.—Following 
partial tabulation of today’s stock trans- 
New York Stock Exchange. 


| LibOFGI 
| LIbDMN4&lL 8% 
LiggMyB 86%+1% 


| BriggsMfg 
‘2 Bucy-Erie 
| Buddwhil ( 
BuriMills 
BurrAMch 
“| ButlierBr 16 + % 


CalifPkg 31%+ %| 


107 + %/| CallahZ-Ld 1'2 
101'e— % | 
97%— % 
Ve 
a 


7+ ! 


Calu&Hec 
Can Pac 
| Can Mills 
| CaseJ! Co 
| Cat Trac 
'Celan Crp 
Cen Aguir 20%— ‘2s 
Cer dePas 36%+ % 
|C-teed Prd 8 
'Ches & O 
|C&EINA 

Ch &4Nw 
C&4aNW pref 
Chrys Crp 
Clark Eap 
Clim Moly 
Coca-Co 
C-Cola A 
Colg-P-P 
Col G&E 
CGE 6% pf 
Colm Car 
ComCr pf 
Cominv T 
Com Solv 
Comw Ed 
2| Cmw&So 

» |Con Edis 

| Cons Laun 
ConN Gas 
/'Cons Vuilt 
Cont Bak 
Cont Can 
Contins 

Cont Mot 
ConOi!l Di : 
Copw Stl 
Corn Prod 
Crane Co 
Crcrké8 
Cruc Sti . 
Curt Pub 

| Curt-Wri 


6/2 
12%e— % | 
49% 

372+ % 
50%+ Vs 
47 + M% 
“4 


Deere&Co 
'Del &4Hud 
Del L&aw 
Det Edis 


| Doeh Jarv 
Dome Min 
Doug Ajiro 
Dunhill tn 
duP deN 160'4— 


—_— 
EagPich L 14'2— 
East Airl. 51'4— 
East Kod 1762+ » 
Ee! Au-Lit 46'\4-— ‘ 
Elec Boat 15 | 
Ei P&Lt SMa 2 
Em R&P 20% 
Eng PSve 17'’2— ” 
Eq OffBid 1'2— ° 
Erie RR 14% + 2 


Pe ee 
ss 2 2 2 so 2 a 


Farn T&R 
FMotTrk 
FedODStrs 
Fire T&R 
FoodMach 
FdMchrts 
FostWhil 


GairRobt 
GWdind 
GAminv 
GenBak 
GenElec 
GenFoodse 
G&EIA 
GenMtrs 
GenRadvt 
| aT&Rubrts 
/'GilSafR 

| Glidevpf 

| Goodlisan 
| GoodrBF 
GoodT&R 
Gra-PgeMt 
GtNRypf 

| GreyCrp 

| GruAtrEn 
| GuanSug 
| GulifM40 
| GulfOil 


—__ 
HayesMfqg 6'4— 
HomstMin 47 
HoustOill 16'a— 

'Hudse&Man 2'2+ 
HudsMtr 22 

2) mcen 

| IndRay 
inspCCop 


| intHarv 
/IntNCan 
| IntPaper 
intT&aT 
| IntDepst 
i J-Mansv!i 109% + 
J&LSti 29' 2— 
JoyMfg 26% + 
Approximate total 
| 570,000 shares; 


years ago, 
230,463; year ago, 
ago, 97,565,141. 


+) NorthAir 


| YorkCorp 


Louis _ previous 
.R R —Leaves | week ago, 646,510; year ago, 865,570; two 
1,266,000; Jan. 1 

66,603,684; 


Associated Press) 
15 15 


Rails Util. 
2 1 


49. 5| Nation Wide 


WHAT STOCKS DID 


9.— 


allen 
KCSouth 


| KrogGro 


| LacGas 
LehnCa&N 
LehiVCoal 
LehValiRR 


5 + 
12% 

24+ 
7%— 
57+ 


LiqCarb 31'% 
Loew’sincec 77'% 
LongMLA 17!s— 
LorilP 
LowWisadN  54'% 


= 
MacksTks 62'24+ 
MacyRH 
MagmCop 
ManiSug 
MarMidl 
MarshFid 
MahtinF ti 
MasterEl 
MOStnw 
McintPorc 
McK Rob 
MidCPet 
MinMoline 
Mok Tex 
AoK Texpf 
MonChem 
Montw 
M orEssex 
MurrayCp 15% 


— | 
NashKiv 
NatBisc 
NatCan 
NatC Reg 
NatCont 
NatCy!iG 
NatDProd 
NatDStrs 
NatDist 
NatGyps 
NatLead 
NatP&Lt 
Nat!Steel 
NatSuppp 
Newpind 
NYCintRR 
NYCSLpf 
NYShipb  21'2- 
Norf&Wpf 69'2+- 
NoAAvia 
NAmerCe 22 
NorthPac 21'>— 
29'4— 

—)=— 
OhiaOil 18 
OmniCorp 15 


——s 


PacGéE 
PacTCon 
PackMot 
PanSAir 
PanEPnw 
ParamPict 
ParkUCM 
ParkeDav 


Pepsi-Col 
PetroiCrp 
PhelipsD 
PhilaElec 24' e+ 
PhilcoCrp 33%— 


PittS&Bolt 7%+ 
PiymoOil 22\% 

PressedSC 18'2— 
Proc&Ga 56%+ 
PubS cNJ 18'4— 
Pullman 49'2— 
PureOil 19e— 


| RadioCA 


RadioKO 


97%_— | 


| OwenlliG 69%+ ! 


— 
, 
oh 


if 'PhillipsP 49%— ' 


= 
ee ee ee 


ee — an 


38% + Y 


% 
Ss 


| LockhAir 20\s— % 


Se 
22 + Va 


“2| AmG4&E! 
P| AmLté&T 


ee ee 


| 


a 


» ColF&l w 


Ve 
% 
| 
Va 


| 


RemingR :- | 
| 


| RepubStl 


RevCoéB 


| ReynMet 


ReyrTobB 3234 
RichfdOil 12!8+ 


SafewySt 


| SBavArms 


SchenDis 
SearsRoe 
Servelinc 
SheliVOil 
SimmCo 
SinclairO 
Soc-Vac 


Va | SouAG4&P 


So'eastGr 
SouC Edi 
SouPacif 
SouthRy 
SouRy pf 
SparkeW 
SperryCrp 
Spiegeline 
Standfind 
Sstdoiical 
StdOiINJ 
StdOilind 
stdoilOh 
StdSSpr¢ 
StewartW 
St&é Web 
StudebCrp 
SunrayOil 
SunshinM 


| Swift&Co 


TexasCo 


| TWatAOil 
| Timk-DA 


TimkRBr 
Transam 
Tra4waAir 


| Tri-Corp 
.| TwC-Fos 
TwinCh 


a Re 


UnBaga&P 15%+ 


| UnCarb 


UnPac 
UnitAirl 
UnitAire 


| UnitCorp 
| UnitCp pf 


UnitOrug 
UnitFruit 


| UnitGimp 


VanadCp 


| WalwthCo 


WardBakB 
WarnBPic 


WthgP4&M 51'2—1 


144%4— 
YnogSp4w 14'4— 


'ZenithRad 38%— 2 
‘4 ZoniteProd 6 + '« 


stock sales toda 
day. 370 


| Yng@Sha&4T 45'%%— ° 


000; 


“4 \|HumbleO 457%4- % 


53'4+ “% 


to date 103.- 
two years 


| 


Income Found Fd ° 
Incerp Investors 
Investment Co Am 
Keystone Custodn 
Keystone Custodn 
Keystone Custodn 
Keystone Custodn 
Keystone Custodn 
Keystone Custodn 
Keystone Custodn 
Keystone Custodn 
Keystone Custodn 
| Keystone Custodn 
Bond Fund 


SSS Se eur sagaawuestae. 
SSR RSSSsreseessesss 


2LARAAKWOOD 
aad ion ttor at re 


Invest 2d Fd Ine. 
Mutual Invest 
Voting 
Nat! Sec Ser-Bond 
Sec Ser-Income . 
Sec Ser-Low P Bd 
Sec Ser-Low P Stk 
Sec Ser-Ind Stk 
Sec Ser-Pref Stk 
Sec Ser-Stk 
ew England Fund 
Aviation 


SS2se=ueSeRXe~¥sy 


wor 


Trusteed Industry Shrs 


CURB SALES 


NEW YORK, April 9.—Following is a 
partial list of transactions on the Néw 
York Curb Exchange: 

Close. Chg. 


— 
LakeShM 19'%— % 
LeonOilD 
LitBros 35e+ | 
LoneSGas 11%+ % 
LouisLE 9's 


AireonMfg 6 + Vs 
AlumLtd 9% 
AicCoAm 39's— % 
AlumCo pf 11534 + 
AlumCop 115%+ V2 
AmcCyan 0% 

33 


19a + Ve 
AmMarac 2'2 
AmRepub 14 — ‘2 
AmSuper ‘2 
AmWPap Br, 
ArkNGas 3% 
ArkNGasA 3’%a— ' 
AroEquip 
AshOeda&R 

AtiCFish 

AtiasCp w 2%+ 
AtiasPliy ~ 19%— 


Babaéwil 
BaldLocw 
BariumSti 3'se— Ve 
BasicRef 6's+ 
BellanArc 4 — 
B&4GFurn 2% 
BirdsSFdy 12'2 
BlissEW 21%— 
BlueRidge 4'% 
Bow-BiltH 14+ 
Bowm-BH2 3'% 
BTrLaP 22'4+ % 
BreezeCp 16'2+ 
BrewAero 4%+ ¥Y 
BrwnRub 4 
BN&EPpf 21 
BHilli&S 12%— 
BurmaLltd 154— 
BurryBis .3%4— 


MeWillDr 15% 
Mesabilron 4% 
MichSug 1% 
MicromaH 17% +4 
MidStPBvy 3% 
MidWestC 13 + 
MiningCC 5% -4- 
Molybdnm 9'2+ 
MonogrPic 3%4— 
MountProd 8 + 


—) | 
NetBHess 3 
NatFueiG 11’% 
NatSugR 26 + 
NatTrans! 11%+- 
NatUnRad at 
NEPA2k 
NJZinc'’eg $s 
NiagHudP 4’e+ 
Niles-BP 15 — 
NomaE'eg 20% 
NoAmL&@P 3%— 
NreastAir! 12 
NerSPwA 162+ 


4. 


33. + 
12“a+ 7 


OgdenCorp 4% 
OkNatGas 344+ 
PantepOV 1144— 


Pennroad 6% 
PionGold 4%— 
PiperAirc 3% 
PitneyBow 8% 
PolarisM 4 y 
PowAlex 14/24 
PremGid 1'— 
PugSPL 18%+ 


RKOoptw = 1'2+ 
RytheonM 19'4— 
RedBOil 
RepAvia 
RicoGVG 
RotryESL 20% 
Ryer&4Hyn 3% 


StLawpf 
StRPap 
SaitDOil 
SchulteDA 3% 
ScullinSt 12 
SeglL 4H 
Selectind 
ShatDenn 


—_—C— 
CabEIiProd 2%— ' 
CabEiPvtc 2%+ Y/Y 
CallTung 6% 
CanMarc 2*s 
CatalinAm 8&8 
Cen&4Swvut 2'2 
CessAirc 4'e— 
ChiefCMng 1'* 
CitiesSvce 18'29— 
CitSvec pf 123%— 
ColonDev 4% | 
5% + 
ColtsPFA 35% + 
CGEBal 69'4— |! 
CGasUt 6 +. 
ConsRoy 3 
ConsSticp 
CFdy&4M 15% 
CopRange 854+ 
CheolePet 27'4— 
CroftBrew 142+ 
CubAtisS 232— 


SolarAirc 


Derby Oil Sonotone 


DetGrayir 1%— % 
DetMichS 6's— 
EastGasa4F 3 — 
EIB&Sh 10%— 
EIB4S pf 98%— 
EIP&L w %+ 
—= 
FairCam 114— 
FairE&A 3% 
FanstiMeg 45'.—1% 
FdMCan 242+ “% 
FordMLtd 6% 
— ¢ 
GenAlloys 15 —1 
GoldfidCon “+ '% 
| GtA&P nv 97'2—-2'%2 
| GreenfTD 12 + Ve 
—: 
4 meee 11% 
olICGold 10's 


9% + 


StarCrpvte 3%+ 
SullMach 30%— 


TampaE! 29%+ 
Techcolor 21%— % 
TexO4L 

TiloRoof 

TransLux 
TranswOil 52'’e— 
TungSLp 7%+ 


UdyliteCp 5%— 
UnxeceIMf 4%— ! 
UnitCwSsts 356+ ‘ 


UnitWPap 4% 
UnivCoolB 5% 
UnivPict 22%— 
UtidaSug 3's— 
UtahRadio 9% 


| Humm- RF 7%+ ! 


iiPow 

HIP div ct 

IimpOiilLtd 

IntPetro! ’ 

IntersPDel 26% +3% 
a 


—_— —_—_~ 
ValspCorp 4%+ 
VenezPet 11%-+- 


WacoAirc 7% 
WestVCC 97%s— V% 
a WoodleyP 11% 

KingstonP 44+ “|! WrightH 3% 


Approximate final total stock sales to- 
day, 210,000 shares; total stock sales year 
ago, 175,200 shares. 

Approximate final total bond sales to- 
day, $700,000; total bond sales year ago, 
$636, 000. 


JacobsAEn 5's 
JacobsFL 11%— % 


ATLANTIC COMPANY 


Ist Pfd. Stock 
Class “A” Pfd. Stock 
Class “B” Common Stock 
Bought Sold Quoted 


Wyatt, Neal & Waggoner 
First National Bank Bldg. 
Atlanta 
WAlnut 4700 


age 20.67. 


NEW ORLEANS RANGE 


Prev. 
Open High Low Close 
2.17 22.21 22.18 22.21 
21.99 22.10 21.98 22.09 
21.57 21.74 


21.57 21.76 21. 
21.48 21.68  21.47b 


21.48 21.68 
21.42 21.60 21.42 21.59b 21.40 


Middling aoa 21.70. b—Bid. 


NEW ORLEANS, April 9.—(P) 
Cotton futures made new seasonal 
highs here today. The rise was at- 
tributed largely to price fixing and 
buying, encouraged by predictions 
of a huge demand for cotton tex- 
tiles after the war. Smaller pri- 
vate acreage estimates also enter- 
ed the picture. Closing prices were 
very steady 25 vents to $1.05 a 
bale higher. 


NEW YORK RANGE 


22.08 

21.74 a. 56 21. ‘14 21. 55 

21.69 21.48 21.68 21.49 

21.61 21.42 21.61 21. 41 
Middling a 22.60 nominal. 


NEW YORK, April 9.—(4)—The 
cotton futures market rallied into 
new high seasonal ground today 
on aggressive mill covering and 
commission house buying. The 
market was influenced by pessi- 
mistic crop reports, continued 
heavy demand for cotton goods 
and belief that the administration 
will support parity prices for cot- 
ton for next season. Gains in the 
near months were limited by con- 
siderable liquidation in connection 


'with switching operations into the 


new crop positions. ~ 


LOCAL a 


Alabama Power 

ma Power 

ican Discount ai 
~y' Bakeries 


— 
Steel com 
Bibb. “‘Shanuineeeel 
Callaway Mills 
it & Sou Natl Bank 
Columbia Baking com . 
Columbia Baking pf — 
Continental Gin com | 


lavannah ug 
iouthern Spr 
Southwestern Rail - 68% 
Thomaston Cotton’ Mills cam 
Trust Co of G 
pcturing 


eor 
West Point Manu 


(These bid and asked quotations repre- 
sent prices at which one or more dealers, 
members of the N. D. would trade 
with the general public at the time quo- 
tations were gathered—l2 noon.) 


THE SIGN OF GOOD 
OFFICE FURNITURE 


PHONE 


PRYOR ST. N. E. WA. 1463 


Most Favored 


for New Advance 


Aaa UNITED OPINION 
report, newly a a 


the i2 issues most recommend 
by leading financial authorities ra 
market appreciation, 

Common stock Pr don advices 

of more than fifteen 


advisory 

services have been reviewed in 

the preparation of this valuable 
obtainable from 


report — no 
other soul 

A of this exclusive report 
will be sent without obligation. 
Send for Bulletin AC-63 FREE! 


Unite BUSINESS SERVICE 


aN ee 


} RHODES-HAVERTY 3LDQ. 
WAlinut 0316 


STATE AND MUNICIPAL BONDS 
CORPORATE BONDS 
LOCAL STOCKS 


The Robinson-Humphrey Co. 


Established 1894 


ATLANTA 1, GEORGIA 
Longe Distance 108 


Hurt & DQunin, ne @ A 


The Best in 


Insurance Service 


Standard B8idg. 
ATLAI TA. GA. 
Service Offices: 
Miami, Fla. 
Jacksonville, Fla. 
Montgomery, Ale. 
Celumbie, 8. G. 


Company groups represented: 
Home, Springfield, Agricultural, Royal- 
Liverpool, Century, London and Lan- 
cashire, American Equitable, Potomac, 
Manufacturers. CASUALTY: 
Accident, Manufacturers. 


General 


low “gold with black cord 
gola chain guard on or near 


band = 
e Jones, 


Decatur car line. 


and Winder. Ga., airport Sunday. 

reward. Call Harry L. Goldberg 

5628, WA. 6114. 

an Road 

N. W., brown and white pony. (“Bon- 

et Phone J. L. Parks, CH. 1065 

or 

LOST—Late M Monday afternoon in Rich's, 
silver hand-made Mexican —— 
Sentimental value. ard. MA 


LOST: ‘Scottie, black. 3. a mo, old” Answers 


to “A 
nia - 


—Bla ocker 
9921 on caller, Reward. 
-— lal a pup. 
na 


men whose functions be- 


or Copy Co.. 
ow: ann On. No C. O. D."s. 


THE “Mail Salesmen”™ oS every- 

waenes 8%xll »p hie “reproduc- 

made from 1,000, 

$o3 0: 5,000. a Write samples 
pa oe ques and Asso- 

Bie 'N. # Atianta 3. Ga. 
trex tonic tablets pep up weak bodies 
lacking iron; also — vitamin 8-1, 

calcium; 35c¢ trial size n 2c. At 
all dru : in Atlanta. at 

and Drugs. 

HOME DAY OR NIGHT BY APPOINT- 
MENT. PAUL ROBER’ 
STU HE. : YEARS’ 


15 
electrical resolved. © t. sold. 
Electric. 190 Altchell. W.. WA. "er 


ty. 
and parties. made in nell home 
time. Work Get CH cere. 


FREE CONSULTATIONS 
29% MARIETTA R. BROAD 


excava 
ers, shovels. Rental or 
contract. Phone DE. 2579. 


Mrs. H, T. Safford, 7 Adair Ave.. 5. & 
‘WA. 0478. 


CLAMP SHADES RECOVERED. Tallored 
= ney Synet. Mews See, 5S 


BHOTOGRAPHS made in your bome. tar 
SO ADI call La Mance, JA. 4043. 
_ 

° sa ee iis 4 


MOTHER’S CARE. CALL CA. 1455. 


painting, pias em- 
sone cleaning, ‘Seer sanding and finish- 


ROOK § tin guar. Rott material hur. Papered 


UPHOLSTERING 5S 
IF YOU have any “ype, of 
pholstered furniture that needs 
top will 
erasers by yous hema with a large se- 
lection of sampies anytim-< sur- 
, low. Terms if desired. Call 


WILSON FURNITURE CO. 
~~~ PAINTING AND PAPERING. 
em 
ga foes tee 


decorations. Jesse DsON, 
Vu « besle 
atbvet 


vi EXPERT 


Robt. Webb. RA. 9078. 
LABOR; TERMS. MA. 4512. 


QUALITY MERCHANDISE, 
Pickert Plum 


PROMPT, EFFICIENT SERVICE 
PEACH §r 


CHAS. N. WALKER ROOFING CO “We 
em all.” 141 H WA. 5747, 
Gutters cleaned and ted. DE. 


2081. Cari H 1178 Gord sw 


Rs eed iat Sc ae 
new ~ Thy “4. A. : 
ALL MARES SEWING MACHINES re- 

{red and sold. MA. 00. 
ficlp‘ Wanted—Female 30 


PREPARE NOW FOR A POSTWAR 
POSIT 
BEAUTY 


AGE OR EDUCATION NO HANDICAP 
YOU CAN EARN FRO Mt $40 TO $100 PER 


CLA 
ARTISTIC BEAUTY IN 
545 AUBURN AVE., ATLANTA, GA. 


4 


Help W'td—Male—Col. __44 


1s 
WK., INCLUDING MEALS AND UNI- 
FORMS. 400 PONCE DE LEON, N. & 


GOOD night gg cook. 8 hours 


night, $35 week. ly Mr. 
—— Holsum Cate te, 181 Peach- 


tree 
cleaning and 
Essential work, 
3860, between 


Help, Male and Female 32) 


BECAUSE of new war orders just re- 
ceived we are in urg 
aebber. tonaan mill ow in 
slubber ers, spinners, rov- 
ing carriers, oiler, winder, spooler and 
twister hands, and 1 fixer experienced 
on winders and twisters. Apply with 
U. S. referral cards to Personnel - 
fice, Atlanta Woolen ‘Saills, 598 


Street, S. W. 
BEAUTY CUL BA 


Sy Wal War Produetion Board. Urgen 
Short course 


Help Wanted—Male 


31 
CUPATIONS. APPLY AT ONCE IN 
PERSON, VU. 8S. RAILROAD RETIRE- 
MENT BOARD, 42 BROAD ST., N. W. 

MEN, ages 16 to 45, for an essential in- 
dustry, 48-hour week time and half 
for over 44 Appry Lee Baking Co., 
211 Moreland Ave.. N. 

YOUNG MAN efficient (plat or stenog- 
rapher, permanent job, good pay and 
pronsent wocning ig conditions. Phone Mr. 

urner 


Help Wanted—Male 31 
TRAINEFS—For those without particu- 


lar skills or trades, several job open- 
ings are available. You will be well 
paid while learning and will be ad- 
vanced according to your own skill 
and aptitude. These openings are ideal 
for housewives or veterans. Consult 
an interviewer for details. 
FIELD MECHANICS—Aircraft 
ics experienced in one or more of the 
following: Structural, engines, rigging. \4 CREDIT MGRS., TRAINEES 
hydraulics, Those experienced in a| FINANCE DEPT. MANAGER 
pre-flight department preferred. WII |I. B. M. OPERATOR ..... 200 | HANDYHANS — hotel and laundry. 
consider other allied types of mechan- 3 ACCOUNTANTS 4 Also laundry truck driver. State age 
* ical experience. |5 SHIPPING CLERKS . ...$150-$190| and whether married or unattached. 
CABINET M®AKERS—Experienced ATKINS PERSONNEL SERVICE Hotel Robert E. Lee, Athens. Tenn. 
inet makers or pattern makers, to fit 417-20 PETERS BLDG. GRILL man, 6 nights wk. 5 p. m. ‘to T 
and assemble wooden parts used in TRAINEES a. m. Good salary, no drunkards. The 
—e are of B-29's. Must read| por THOSE without particular skills or Kottage, 284 Ponce de Leon, N. E., 
rt a hag 5 ag Oy ign en to a trades, several [Job epening? ae sven Bec rece: 
= : . able. You will be well paid while learn- SCHARGED veteran wanted with 
—— a a sfx —— ing and will be advanced according to} knowledge of bookkeeping; permanent 
ol soy sata we ——+! of bulla. your own skill and aptitude. These! position with reliable firm. . Address 
aa paint inside and outside of Dulid- openings me ent ty Phi ar ed ty = _ X-20, Constitution. 
: veterans. onsu an interviewer for 
RADIO TECHNICIANS—Must have ra-| Getails. TWO MEN to check ar in tres ane 
ar experience, preferably on airborne re cnanges, perma 
equipment. nent job. Essential work: Mr. Wynne, 


ELECTRONIC SPECIALISTS—Must have 10 Krog St., 

thorough knowledge of electronics the- 

ory and the use of all types of elec- SEE MR. HAMMERS ~" MITCHELL MO- 
tronic equipment. TORS, 330 PEACHTREE, WA. 5255. 

TINSMITH LAYOUT —To draw and de- OFFICE MAN, pay rolls, taxes, etc., $30 
velop exact patterns and forms on week, short hours, part or full time. 
sheet metal according to designs spe- Broad St.. S. W., Atlanta Apply Box_Y-114, Constitution. 

cified on blueprints using the usual And at the Plant. Marietla. Ge wA zLORY “WOODWORK, 
tools and instruments. a a a . EXP. UNNEC. STEADY 

AIRCRAFT INSPECTORS — Experienced DAVISON'S Sons. App. 9 a. m.. 280 GARNETT.S.W. 
aircraft inspectors to inspect simple NEEDS AN ASSISTANT MANAGER CARETAKER wanted for pet cemetery, 
and/or complicated parts or assemblies IN RECEIVING DEPARTMENT. good pay. Prefer person who likes 
to blueprint specifications. Responsi- THIS JOB REQUIRES ABILITY flowers. Call Mr. Bickford, WA. 8351. 

TO ASSUME SUPERVISE FLOOR MOLDERS—PERMANED ; 


ble for making decisions as to quality. 
MECHANICAL EQUIPMENT OPER A- rr BR] AND UNION SHOP running 6 days wk. Good 
_ pay.. Atlanta Stove Works, Atlanta, Ga. 


TORS—Experienced in operating re- 
frigeration or air-conditioning equip- EXPERIENCED soda man, $50 wk.; year 


ment. round job. Grant Pk. section. A I 
STOCK CLERKS—To handle the storing rd PPly 
and issuing of tools, parts or raw Mr. Asbury, 268 Edgewood Ave., N. E. 


materials BARBER for about 3 months’ work; 
TOOL DESIGNERS—To design various might be regular job. Bus Terminal 
tools, jigs and fixtures, to fill produc- gairen Shop, 81 Cain St., N. W. JA. 8495 
tion needs LN the manufacture of parts IARTENDER, sober, honest, reliable. 
of the pla Bring references* before 4 Pp. m. Man- 
ENGINE RING LAYOUT DRAFTSMAN 
—Aeronautical engineer or practical 
engineering experience in aircraft to 


_ager’s office, Georgian Terrace hotel. 
MECHANICS AND FOREMAN for brick 
do layout detail drafting, writing de- 
viations against engineering drawings, 


yard. Clare-Burns Brick Co., Jones- 

boro Road, WA. 8313. 

WANTED 2 roofers, 3 

and handle current changes as they workers. Tip- 
are opercone to the airplane. 

DESIGN DRAFTSMAN, ARCHITECTUR- 

AL—Must have technical training in 
architectural designing equivalent to 
at least three years’ college work. 
Will make construction drawings from 
field sketches prepared by field men 
or draftsmen. : 

PRODUCTIVE HELPERS, METAL 
CLEANERS, MATERIAL HANDLERS, 
JANITORS—Must be in good physical 
condition and willing to do inside or 
outside work. No educational requlre- 
ments. 

TOOL CRIB ATTENDANT —To maintain 
tool crib stocks, write repair orders, 
maintain tool check systems. Stock 
experience preferred but will accept 
inexperienced person with high school 
education - vee. 

DISPATCHERS — High school education 
or equivalent. Must be able to stand FIRESTONE 
and walk nine hours a day. Job con- AIRCRAFT DIVISION 
sists of locating tools and parts and NEEDS 
obtaining layout materials, finished JANITORS and laburers for essential war 


parts, etc. work: 48-hour week with time and 
TOOL GRINDERS — Experienced tool half all hours over 40 
grinders to operate various grinding APPLY EMPLOYMENT OFFICE 
machines to grind and shape tools to FIRESTONE 
specified angles and clearances. Must AIRCRAFT DIVISION 
know shop math and use precision 430 West Peachtree Street. 
instruments. —~—~*“FOUR FIRST-CLASS AUTO ~~ 
SPRAY PAINTERS—To use pressure cup 


MECHANICS wanted. Top pay. good 
i. Spray guns to paint air- hours and working conditions. A 
cra pa 


8. nent employment. 
MAINTENANCE ELECTRICIANS— Minil- HIX GREEN — co. " 
imum three years’ experience. Must| 41 NORTH AVE., N. VE. 5844 gate gine Ming ay BS | cars, per- 
be able to make electrical installa- | FSSENTIAL work sat , awar security; MATTRESS FINISHER W. 
aan of — pred of omens and route man wanted for wholesale milk Whitehall St. JA. 8363. . 
ag ocate and repair any route: good pay for the right man. 5 a ee 
= Read blueprints. No previous experience necessary. Ap- Al Rls ORDER cock, = restaurant. 
PATTERN MAKERS — Experienced pat-/| ply in person. Ponce de Leon Dairy, e co Spee 
tern makers needed to make wooden 1334 LaFrance St., N. E., Atlanta, Ga. 
templates for routing machines and 


SALESMAN—Food item. Well adver- 
complicated fixtures for plexiglas form- end, nationally known. Leader in field. 
ing. Experienced cabinet makers will 
also be conside 


aad. Protected territory for om gue hard 
AIRCRAFT ELECTRICIANS — Install,| WO'*¢!:.,Salary and expenses. Address 
check and repair all electrical systems 


Box F-575, care Constitution. 
GH-TYPE young man for postwar op- 
in aircraft. Must read blueprints. Any HT 
electrician with small wiring experi- portunity. ust have high school edus 
ence will be considered. 


cation. 
> 
ag reggae accept anyone bob a amy os hg Rg AR 
experience in any one of the meta 2n9 
or mechanical trades. ______2023_Murphy_Ave._56.| W. 
BENCH MECHANICS—To do sheet metal 
hand forming using various tools and 
other equipment. 
See Our eave’ - 
At The Office 
UNITED STATES EMPLOYMENT 
RVICE 


OF THE WAR MANPOWER 
COMMISSION 
191 Marietta St.. N. W. 
OR BELL AIRCRAFT CORP. 
23% Broad St., S. W., Atlanta 
And at the Plant, Marietta, _Ga. 


SEARS’ MAIL 


Help Wanted—Male 


CHEMICAL ENGINEER ............ 
MECHANICAL ENGINEER ...,..... 
4 DRAFTSMEN ° uF 

3 CLAIM ADJUSTERS | 

3 INVESTIGATORS 

ARTIST, BEGINNER 

SALESMAN, MECHANICAL 
SALESMAN, INSURANCE 
mecban- SALESMAN, MACHINE 

‘8 SALESMEN, VARIED 


Help Wanted—Female 


30 
YOU'RE A KEY WORKER. 

YES, YOU. Because within just a few 
weeks you can be trained to fill a fas- 
cinating position—full pay as you 
learn—and the minute you finish your 
training course, you become an impor- 
tant KEY WORKER. 

WHERE? 

IN A vital t where your quick, sym- 

= 


1.4 © THE ATLANTA CONSTITUTION © Tuesday, April 10, 1945 


30, Help Wanted—Female 30 
SEVERAL CAD ié TO &, FOR 
COUNTER WORK. No Sunday or late 
night work. Good pay, pleasant sur- 
roundings; chance for vancement. 
4 have for lunch meals 
only. 


Help Wanted—Female 


y. 5-day week, prefer chemical ~ / 

experience. Small office $150-$175 
Typist Clerk, Buford highway lo- 

cation, will furn. transportation $152.50 | 
Remington Bookkeeping machine 


2 Price "Clerks 

Audit clerk 

Sec'y,. college graduate 

Steno speeaptionist, light 
dictation 

Bill 


— ee ne 


age 
porter work in bakery. 
ostwar future, call JA. 
a. m. and d 12. 
wanted, rate 75 per hour, 
rmanent work, essential industry. 


ruit Growers Express Co., East Point, 

T EXPERIENCED coal. truck d drivers, good 
pay. R. H. Hunter Coal C 909 Boule- 
err y E. 


man for yard work. Private 
108 Mortimer St.. S. E.. East 


nagers may bring together 
he broken threads of two lives long 
parted by overseas separation—as a re- 
Ganed wounded soldier chokingly arks 
you for his wife’s phone number in 
Denver or Spokane. 

OR YOU may help speed a shipment of 
artillery shells to Hill X where your 
own husband or fiance is nosing into 
the mud against a temporarily supe- 
rior foe. You can feel the life-and- 
death importance of your job as you 
rush through a long distance telephone 
call from a shell manufacturer here to 
the War Department a Waggington. 

HOW? 


health and sere’ 
t need 
ualifties, 


w.c 
189 | Peachtree St., N. E. 


. $150-$175 | STENO . 
' SECRETARY 
50 TYPIST . 
BOOKKEEPER, PE 
BOOKKEEPING MACH. OPR 
ATKINS PERSONNEL 
417-20 PETERS BLDG. _ ___ 
SECRETARY—Under 40, handle public 
and weg matters. Downtown; 
ood hours, $175 
HEAD FILE CLERK—Relieve on PBX; 


$125. 

NATION WIDE EMPLOYMENT SERV. 
1214 First National Bank Bldg. 
CLERK, 19 to 25, to do general office 
work. Operate turn-table for plant mu- 
sic part time. Typing required. all 
Mrs. Adams, JWA. 6175, or apply 
person. Nunnally-McCrea  Co., 

Mitchell St., S. W. 

NUNNALLY & McCREA offers POWER 
SEWING at its best. Essential industry. 
Postwar future, paid vacations,* plant 
hospital and cafeteria, group insurance. 
Apply at 104 Mitchel) St.. W.. phone 
WA. 6175 


beginner | cab- 


Map-File 
For immediate results register with 
N. GAE DICKINSON 
ACCREDITED PERSONNEL SERVICE 
703-04 William-Oliver Bidg. JA. 1851-2-3 


and 4 interested in steady employment 
in essential industry. Call in person 
at Foremost Dairies, 125 Fils St. N. E. 

or 


ANT 
Good proposition. Write 


wentes or 
call Mr snes My Shop, Shoe Dept., 
a 


Alba 
a ————————— 
teria. Sou. Emp Corp. ih Pes St. 
BOOKKEEPER—Tem 3 Centra ork. soy 
Printing Co., 215 tral y rong Ss 


Sit. Wanted—Female 40 
EXPER. sec., age esires position., 
perm. or temp., preferab learning per- 
sonnel work or job affording variety of 
work. Not routine. VE, 7069. 
EXPERIENCED 
per week; non-essential indus 
firm preferred. Call MA. 
_ings only. 
Situations Wanted—Male 41) spy, 
ale rt availa ble 
15th. “Adress "X-287,” Constitut! 
ARTIST wants work. ably Kes. 
lance. Aaaren Y-122, Constitution. 


EXPERIENCED B EEPER 
PART-TIME WORK. WA. 1036. 


2 Wt’d—Female—Col. 


prefer 


home. 
Atlanta. 


FIRESTONE 
AIRCRAFT DIVISION 
Has Essential Duration Jobs for 

GENERAL OFFICE CLERKS—Immediate 
ye Bee for se clerks; 5%s-day week. 
c —s knowledge of book- 

keeping. wi helpful. 
RAPHERS with at least one 
_—s gee or responsible cleri- 


e 
Y EMPLOYMENT OFFICE 
FIRESTONE 
AIRCRAFT DIVISION 
430 West Peachtree Street_ 
DAVISON'S 
AN EXPERIENCED 
ORD CLERK, 


WORK. APPLY PICK- 
133 FAIRLIE ST., N. W. 
for wash room. 


1 stockroom man. See Mr. son, @ 
Fort St. WHITMAN’S LAUNDRY. 
A Ss Y A 
OR NIGHT WORK. TOP PAY. THE 
VARSITY, 61 NORTH AVE, N. W 
AY O 


A s. 
NIGHT WORK, $20 TO $30 
THE VARSITY, 61 NORTH AVE., N. Ww. 
pa y. ential work. 
aaa Wofford ou it. 
$ Sylvan Rd. RA, 9752, 
Or essential work. Can 
per week. No loafers 
Call MA. 6552. 
hackers, loaders; é5e 
<s Brick Co., 


onesboro Road 
grocery le 
wee a A. & P. Food Stores, 881 
emorial Dr., E. 


do no experience requiz~ 


r oem 
Stove Works’ 1 112 2 Keon 8 
river and 6 Rats good pay. 


steady work. Call Mr. Jones, WA 
[ wanted. $22.50 
per wk. Call | Mrs. Brandon, CH. 0520, 
> fry cook. Apply ly Original 
Waffle Sek Ss N. Pryor St. ae 
pag PRE Y wanted. Good salary. 
Sixth St. Pharmacy, 845 P’tree, N. 
elper who can drive 
truck. A 
BUTL 


AS A telephone operator in world-wide 
communications, the position brings ad- 
vantages you would probably never 
think or ask for, in your eagerness to 
Bat yourself to the great world effort. 

they are there for you just the 


VACATIONS with pay. Pleasant sur- 
roundings as you handle your vital 
KEY job. Association with warm, 
congenial companions. Sick benefits 
and a pension to look forward to. 
Above all, a JOB TO OUTLAST THE 
WAR, with opportunity for AD- 
VANCEMENT. 

YOU can thus be planning a comfortable 
future while working now to help 
speed the victory that makes that fu- 
ture possible. 

COME IN and have an easy, friendly 
chat with us about it. 

See Mrs. Youngblood 
At the Telephone Building, 
51 Ivy St., E. 
Any time from 
8 to 4 Monday through Friday 
And 8 to 1 on Saturday 

IF YOU are between 16 and 35 you will 
want to learn all about the possibilities 
this dramatic occupation holds for you 
now and in the future. 


TRAINEES—For those without particular 
skills or trades, several job openings 
are available. You will be well paid 
while learning and will be advanced 
according to your own skill and apti- 
tude. hese openings are ideal for 
housewives. Consult an interviewer for 
details. 

SENIOR STENOGRAPHERS — Must be 
experienced. Capable of taking dic- 
tation and transcribing notes rapidly. 
Should have a good typing sp and 
be able to handle general clerical work. 

TABULATING MACHINE OPERATO 
An experienced IBM tabulating ma- 
chine operator needed for the second 


See Our Interviewers 
At the Office of 
UNITED STATES EMPLOYMENT 
SERVICE 


Vv 
OF THE WAR MANPOWER 
COMMISSION 
Marietta St... N 
BELL, AIRCRAFT CORP. 


in 
104 


191 


OR 


234, 


} minimum 
» small 
morn- 


50 hours, 


GOOD opening in insurance office near 
Five Points. for intelligent girl with 
good personality. Should have high 
school education and be good inma 
ematics. O. Box 1701, Atlanta 
_ Georgia. 


EXPER , 
ACCURACY. ABILITY TO SUPERVISE 1 


AND DELEGATE RESPONSIBILITY. 
SITION, 


CLERICAL 
HIGH SCHOOL GRADUATES 
Ages 16-30 
No previous perenee required. 
AMERICAN TEL. CO. 

Call OF. 8600—Ext. 538. 

AR WORK, for security now and 
after victory, comé at once to 1g - ~ 
nally & & McCrea Co., 104 Mitchell St., 
s. . Permanent trimming and in- 
specting jobs. All applicants must com- 
conditions with good pay; ply with WMC requirements. 
ane eppertunsics Sor advance- RICH'S 


HAS OPENINGS FOR COMPTOMETER 
as The I Sale 2 IN PER- 
RK. PLY EMP = 


BUT NOT ESSENTIAL. 
PERMANENT JOB, WITH GOOD 
OPPORTUNITY FOR ADVANCEMENT. 

APPLY EMPLOYMENT OFFICE 
__DAVISON-PAXON CO. 


MEN WANTED 
ESSENTIAL MEAT-PACKING INDUS- 
TRY, GOOD PAY EVEN FOR BEGIN- 
NERS. Excellent working conditions. 
VACATIONS WITH PAY. Employes’ 
cafeteria, clean locker room and show- 
ers, chance for overtime earnings, extra 
ay for extra effort. CHANC FOR 
*-ROMOTION. Transportation facilites 
to plant entrance. Apply at Emplo 
ment Office, WHITE OVISION GO. 
Howell Mill Rd. at i4th St., : 
Bring your scelease or Lu Aus ‘enter 
ment Office clearance 
WHITE PROVISION. co. i 


THE SOUTH’ S LARGEST AUTOMOBILE 
REPAIR SHOP has openings for EX- 
PERIENCED AUTOMOBILE MECHAN- 
ICS. Why not call on us and connect 
yourself with a firm which will af- 
ford you an opportunity to make real 
money. Our mechanics average $75 
to $100 per week. THESE JOBS ARE 
PERMANENT. 

ALSO openings for EXPERIENCED 
PARTS MEN. The pay is excellent 
and ‘tthe job has good future. 

FROST MOTOR C 
a 450 PEACHTREE ST.., N. E. 


DAVISON-PAXON CO. 
YOUNG WOMEN 
two-thirds 


42 


_—--- 


ool pressers, 
but will train one 


See 
City Leunaea ‘651 Glen 
off Ponce de Leon. 


ears 
uca- 
325, MANENT 
MENT OFFICE. SEVENTH 
RICH’S te Re 
SALESPEOPLE WANTED with or with- 
out experience. Straight celery or sal- 
ary end nus, Pleasant hours and 
working conditions. Apply employment 


office. 
J M. HIGH CO. 


SALESLADIES WANTED 
GOOD SALARY 
Pleasant Working Conditions 
See r. Painter 
J. J. NEWBERRY CoO. 
37 Whitehall St., S. W. 
POSITIONS as telephone operators are 
open. - Full pay while you learn, ad- 
vancement is from the ranks, with fine 
opportunities for a permanent career. 
_ Sou. Beil Tel. & Tel. Co. 
TELEPHONE OPERATORS WANTED: A 
position that offers splendid oppor- 
tunities for a permanent future; full 
pay while nay learn; ideal working 
conditions. Bell Tel. & Tel. Co. 
TYPIST “WANTED —Ideal ‘working con 
tions, 5-day wk., excellent chance for 
advancement: will consider an alert be- 
ginner. Western Auto Wholesale House, 
110 EB. Forrest Ave., East Point, Ga. 
YOUNG LADY WANTED for filing and 
general office wee. Good pay, attrac- 
tive hours. App! 
J. NEWBERRY Co. 
Pes | 37 Whitehall St. 
WANTED—REGISTERED NURSE FOR 
NIGHT SUPERVISOR IN 30-BED 
HOSPITAL. Apply Mrs. A. D. Greene, 
R. N., Supt. Stephens County Hospital, 
Toccoa, Ga. 


immediately, 

ainters, 2 sheet metal 

op Roofers, 221 Marietta St. 

MAN WITH SAWMILL TO SAW 300,000 
FEET OF LUMBER AT ONCE. ED- 
WARDS, AT. 4812. 

PHARMACIST—Good pay, 
Contact H & H Pharmacy, 
Haven, Fla. _ 

WANTED—Two first-class white barbers 
at once. Windsor Barber Shop. Ameri- 
cus. Ga. 

MEN AND BOYS. experience unnecessa- 
ry. good jobs, factory work. Report at 

_once, 280 Garnett St., S. W 

EXPERIENCED laundry markers 
checkers. Model Leunary Co., 
Houston St., N. E. 

LEARN to put stoves sogether, . pay, 
permanent job, men need Atlanta 
Stove Works, 112 Krog St. 

WAREHOUSEMEN for grocers and prod- 
uce departments. A&P Food Stores, 
881 Memorial Dr., S. E. 


“SALESMEN-INTANGIBLES 
CALLS PREARRANGED JA. 5139. 
SEVERAL experienced carpenters, regu- 

lar work. 707 Spring St 


ly 77 , 70 Ee Ave. 
ENER, lve. ‘on lot Sis 
Hall, CH. 


Barnett St. 
4l Veoeietene St. 


Help—Male-Female—Col. 45 


WANT a good job for now and after the 
war? Go see Mr. Lowe at the Atlantic 
Ice & Coal Company. He has a few 
good inside and, utside jobs for men 
and women. You can find Mr. Lowe 
at the employment office at Decatur ~ 
and Courtland Streets, under the Wash- 
ington Street Viaduct: Read the war 
news and come get yourself a good job 


now before the rush, starts. 


FARM FOR WAGES. HOUSE AND 
EN FURNISHED. LOC 


n_ Umen Bidg 
DAVISON’S 
NEEDS A YOUNG WOMAN, 
AS DISPLAY FASHION COORDINATOR 
TO WORK IN THE DISPLAY DEPT., 
WHO HAS GOOD TASTE AND I8 
ABLE TO SELECT 
ACCFSSORIES AND APPAREL WITH A 
FLAIR FOR FASHION COLOR, 
AND ABILITY TO WRITE 
FASHION COPY. 
Y EMPLOYMENT OFFICE 
DAVISON-PAXON CO. = 


¥, good hours. classifiers, 

Winter| hours, cool plant, 

sees Gproowne See a es 

ur Laun , Opp 

in Decne Street car stop in front of 

door, 5c fare. 
elp, must pa p experienced to 

operate Prosperity press; also 


overalls, pants and oniet pressers. $3 
for 8-hour day. Globe Laundry & 


_Cleaners, 1795 Mouley Dr., S. W. 
GIRL want ee housework, 
neat appearance. ealth _—. read. 


Good sal.,. o— are f ac- 
ceptable. ae Soper, = West 


8ist St., Now York C 


ERS—Six days wort 
Good pey Pgs worki 


Cc 
189 Poachtres. St.. N. 


and 


shift. 
ASSEMBLERS—Will accept anyone with 
409 


experience in any one of the metal 
or mechanical trades. 

BENCH MECHANICS—To do sheet metal 
hand forming using various tools and 
other equipment. 

INSPECTORS—This job will be to in- 
spect simple and/or complicated air- 
craft parts for assembly to blueprint 
specifications. 

OFFICE CLERKS—Perform general rou- 
tine clericél work such as keeping rec- 
ords ana filing. Typing experience 
helpful. 

TYPIST—With or without experience. 
Classification depends on speed and ac- 
curacy. Will perform general clerical 
duties in addition to typing. 

See Our vo het 
At the Office of nd 
UNITED ae EMPLOYMENT 
S 


SEARS’ MAIL ORDER 
NEEDS the following full-time workers: 
TS: 1 STA 


K 
No 
condi 


E. 
Taundry. 
th, $60 


, 5450 
gress St. Chi Ca ° a Tilinols. 
GIRL OR “WOM poe housework, 
assist with 2 chil home. 
Write Mrs. J. Schuster, 
Ave., Chicago 47, Til. 
L HO 


Sundays. 
tions. 


.W. AT. 6060, 
EXP. LAUNDRY ROUTE MAN for estab- 
lished territo in Atlanta. 277 Ellis St. 
RELYTABRLE BDRUGGIST. top salary, good 
hours. Call Mr. Johnson, HE 7), 
BARBER WANTED—Morrison’s Marber 
_ Shop, 3 Plaza Way. Good guarantee. 
MEAT cutter wanted. New store. Cas- 
cade Grocery, 2289 Cascade Rd., WwW. 


—_— —-- a . 


t 4d 
vil Mail Ord 
t Office. 
ROEBUCK & COMPANY 
B Ponce ae de Leon Ave..N. EE 


.VISON'S 
RELDS A 


E. Catch any 
order cqok 
salary. No Sunder work. 
hours. Mr. Smith, CH. 9246. 
SHORT order cook. good salary. ., Central 
Cafe, ge, . Main St., East 


N, 


YOUNG WOMAN WHO HAS 
FLAIR FOR WORKING WITH 
ES AND ES 


ACCESSORI A 
TO CO-ORDINATE FLOOR DISPLAYS 
AND SHOWCASF DISPLAYS. 
otnateee EDUCATION WITH 


A 
ASSET. 
YE B 


AN 


Is 
ae 


PORTERS—Part time 
maids. 6% Broad 
46 


Sit. Wt’'d—Female—Col. 
wants light work to de 
at home. WA. 5766. 


Business | portunities 50 
and meats, best loca- 

tion in northwest Atlanta. Group 2 
Corner location on two busy streets. 
borhood, no competition, 
% cash, self service. Vol- 
ume of business over §50.000 year. 
Nice brick ape connected. Immediate 

ssion. 4680-W. 


AR 
We Can Equip You Complete—Restau- 
rants, Meat Markets or Other Business. 


CH 

SIRED: GOOD PAY. * , ct 
GIRL—General housew ork, plain coo ng, 

personal laundry, good seleey. Reply to 

Mrs. George 6039 N. Maplewood 


Y EMPLOY OFFICE 
DAVISON-PAXON CO. 
AVISON’ 
OPENINGS FOR ATTRACTIVE, 
ROOMED, SALESPERSON 


191 Marietta St.. 
OR BELL AIRCRAFT CORP. 
23% Broad St., S. W., Atlanta 
and at the Plant, Marietta, Ga. 


HIGH SCHOOL STUDENTS — NOW _ IS 
THE TIME TO PLACE YOUR APPLI- 
CATION FOR PLEASANT, PERMA 
NENT AND PROFITABLE EMPLOY- 
MENT R GRADUATION. IF 

YOU HAVE ee hee FINISHED 


MESSENGER boy wanted; good eK 
Sixth St. Pharmacy, 845 P’tree St., N 
EXPERIENCED — BAKER, , $50 week, 75% 
Hunter St., S. 
FOR THE AETTER 


Register Executive Service Corporation. 


Help, Male and Female 32 
TRAINEES—For those without particular 


skills or trades, several job openings 
are available. You will be well paid 
while learning and will be advanced 
according to your own skill and apti- 
tude. These openings are ideal for 
housewives or veterans. Consult an in- 
terviewer for details. 

TABULATING MACHINE OPERATOR— 
An experienced IBM tabulating ma- 
chine operator needed for the second 


shift. 

INSPECTORS—Prefer some aircraft ex- 
perience. The job will be to inspect 
simple and complicated parts or as- 
semblies to blueprint specification. 

ASSEMBLERS—Will accept anyone with 
experience in any one of the metal 
or mechanical trades. 

BENCH MECHANICS—To do sheet metal 
hand forming using various tools and 
other equipment. 

See Our Interviewers 
At the Office of 
a. a SERVICE 


WAR MANPOWER (COMMISSION 
191 Marietta St., 
OR BELL AIRCRAPT CORP. 
23'3 Broaa »ot., Atlanta 
__and at the Plant, Marietta, Ga. 


THE FUTURD 
BELONGS TO THOSE 
WHO PREPARE FOR IT 
VITAL WAR PROJECT 

NEAR aS a —E 


N 
ELECTRICIANS CHEMICAB OPRS. 
PRODUCTION TRAINEES (female) 
TYPISTS — REFRIGERATION MECHAN- 
ICS-—-WELDERS 
CHEMISTS—PHYSICISTS—ANALYSTS 
STENOGRAPHEHS—GUARDS —RADIO 
REPAIRMEN—LABORATORY,. ASSTS. 
ELECTRICAL ENGINEERS — MECHA 
ICAL INSPECTORS—MECHANICAL 
ENGINEERS—POWER PLANT OPERA- 
TORS—INSTRUMENT MECHANICS 
CLERKS GENERAL OFFICE 
MAINTENANCE MECHANICS 
ELECTRICAL MECHANICS 
TRANSPORTATION TO JOB SITE RE- 
IMBURSED 
Excellent Recreation and Shopping 
Facilities 
Living ae for Workérs Available, 
IF YOU ARE QUALIFIED SEE OUR 
REPRESENTATIVE 
THE UNITED STATES 
EMPLOYMENT SERVICE 
Of the War Manpower Commission 
191 Marietta Street, N. W. 
ATLANTA 
Rea WMC RULES APPLY 
TWO DAYS OFF EACH MONTH! — 
LIBERAL EMPLOYE DISCOUNTS 


REGULAR OR PART TIME WORKING 
HOURS ARRANGED FOR YOUR CON- 
VENIENCE. Y INFORMATION 
DESK. S. H. KRESS & CO. 


E SODA 
in Atlanta’s finest drug store. 
ence preferred but not wg 
hour vox: 6 a ty only. 


Reith ett’s, 1 bes ng Bly 
EXPERIENCED “sewing machine. — 

ators for parts making depart- 

mente. 

ARROW SHIRT CO. 
2022 Murphy Ave., S. W. 

WANTED—Graduate or practical nurse. 

Experienced in obstetrics for temporary 

work in smal! town 20 miles from At- 

lanta. Telephone Joan Glancy Hospi- 

tal, Norcross 21J3 collect. 


HIGH SCHOOL GRADUATES. AGES 
30. N EVIOUS EXPERI- 


4 
f ~ = work in our leather 
peed Apply in person at 9 a. m. 


Parmor Products, 176 Pryor St., 


Mitchell. 
ENCED laundry markers. No be- 
ginners, perm. job, best working condi- 
ays a wk.., . RA, 5106. 


tions. 5 
FOLDERS. CAIN  iraecaa 
8 cook and 


pl b es one a 
four, good 


Oo 
ae for adult a a 
ide HE. 
‘hour seen’ one day 
week off. oS 1 Hampton, 


pay. nh 
35 Houston St., 


o wo 


7. a8 


JOYMEN 
DAVISON- PAXON CO. 
over 16 years of age preferred, 
to learn order filing. We pay you 
while at. Regular salary and 
bonus. Work is not heavy but you're 
on your feet a good deal. 

SCHOOL GIRLS having available time 
in the mornings could also’ used. 
Apply Simplicity Pattern Co., 150% 
Forsyth St., W., corner Trinity, up- 


HIGHLY aaa eee TYPE OF CLER- 
ICAL WO KEEPING RECORDS 
OF SALES. INVENTORIES AND OR- 
DERS ON CATALOG 


ITEMS IS 
VERY INTERESTING. IF YOU LIKE 
TO WORK WITH FIGURES AND CAN 
WORK SIMPLE ARITHMETIC PROB- 
LEMS, YOU HAVE THE NECESSARY 
QUALIFICATIONS. WRITE OR AP- 
PLY IN PERSON, MAIL ORDER EM- 
PLOYMENT OFFICE. 
__ SEARS, ROEBUCK & COMPANY 


eee te 


TWO DAYS OFF EACH MONTH 
LIBERAL EMPLOYEE DISCOUNTS 
PLEASANT WORKING CONDITIONS 


RICH’S 
OFFERS MORE THAN A JOB 
COME by Rich’s—talk with the Employ- 
ment Manager! her tell you how 
Pleasant a job at Rich's can be! She 
will place you where you will do your 
best work—will make progress in what 
you are doing! 
ALL applicants must comply with WMC 
rulings. 


ST. 


. RICH’S 
HAS OPENING FOR EXPERIENCED 
TAILOR, MALE OR FEMALE. APPLY 
EMPLOYMENT OFFICE, SEVENTH 
FLOOR. 


RICH’S 


CAKE DECORATOR—Excellent oppor- 
tunity for man with experience. and 


willingso work in Jacksonville, Fla. 
Good Nealary, vacation with pay, life 
an pitalization insurance. Expenses 


paid to Jacksonville. Apply Baker Of- 

fice, A. & P. Tea Co., 881 Memorial 

_ Drive, S. E. 

LINOTYPE OPERATOR, union, with job 
shop experience; top wages, steady 
permanent job, overtime after 8 nours 
a day ideal conditions. write tmmedi- 
ately, stating qualifications and experi- 
ence, to PUBLISHER, P. O. Box 1064, 
Ricnn.ond 8 Va 

PERMANENT, INTERESTING OUTDOOR, 
full or part-time work writing names 
for city directory Writing must be 
Plain. No selling. Pay 50 cents per 
hour. Temporary work in Atlanta. 
Permanent if free to travel. Apply 
33 Pryor, N. E., Room 402. 

EXPERIENCED fountain manager capa- 
ble of large volume. Good salary plus 
bonus Vacation with pay. Pleasant 
working cond. Apply in person any 
time after Sunday. Do not phone. 
Liggett Drug Co., Cor. Luckie and For- 
syth Streets. 

RELIABLE man, not over 40, for ship- 
ping and receiving department of small 
warehouse. This is a. permanent ‘con- 
nection with opportunity for. postwar 
advancement. Must be ablé to’ furnish 
bond. MA. 5550. 

WANTED—EXPERIENCED WAREHOUSE 
SUPT. WHO CAN GET RESULTS. 
ATTRACTIVE PROPOSITION. STATE 
EXPERIENCE AND DRAFT STATUS 
AND SALARY EXPECTED. ADDRESS 
X-281. CONSTITUTION 

EX-SERVICE MEN, 18 to 30 yeats of age, 
equivalent of high school education, 
mechanically inclined, qe opportuni- 
ty for permanent emp eae. Apply 

GEORGIA POWER ; 
Room 


or St. MA. 2224 

NING tani pickup Station. 
long a ae lease. rious 
owner did $1,200 hone on 40% basis: 
oe win causes esent owner to sell 
in for night maid,| at bargain. AT. Pr581. after 8:30 p. m. 
} a. m. Apply to | SHOE (Army) business, now flourishing. 
inecof?. Owner must sacrifice to take care of 
other business. $7,000 cash required. 
196 Decatur St., S. E. 

. center of the city. excep- 
tionally good location, profits %$450 
month. Price $2,500. Southern Business 
Brokers, 406 Volunteer Bidg. 
RE and upholstering shop, do- 
ing good business. So. Hughey St.. 
Orlando, Fia. ie 

AND; 


A (turY sf 
GOOD LOCATION. CALL VE. 9297. 
TO BUY OR SELL your beauty shop, 
see Mr. Rich, 5% Auburn Ave. 
Wanted—Business Opp. 51 


WANTED—Cafe, bar, or any good busi- 
ness to run on tage basis. Ref- 
erences. Box X-294, Constitution. 

52 


Money to Loan 
=f ' eB gs a am me 
MONTHLY 


NATURE, CO-MAKER, AUTO 
TURE, AUTOMOBILES FINANCED 


NITY TO TRAIN FOR POSITIONS 
WITH SPLENDID FUTURE. APPLY 
EMPLOYMENT OFFICE, SEVENTH 


fare per day. a. yn Mrs. Orme. CH. 
3478. 


LK ISH Apply in 
erson. Eagle Dry Cleaners, 429 Bivd., 
. E., near A r Ave 

EXPERIENCED laundry, ‘ielp of all kind 
—5-day week. teway Laun- 
dry, S43 ‘Peachtree 

GENERAL MAID for furniture store. Ap- 
ply Mr. Persch, Lawrence Furniture 

o., 85 Whitehall St. 

DISHWASHERS and bus girls wanted for 
restaurant work. App 1026 Peach- 
tree. 4409. 

EXPERIENCED cook wanted and general 
servant. cnt ae live on if desired. Good 


wages. 
EXPERIEN TENCED ee prefer Decatur 
gt - No > vee Thurs. and Sun. off. 


Ww RKERS, experienced or be- 
ginners, 18 to 40 years of e, good 
health; must comply with C regu- 
lations. 
ATLANTA WOOLEN MILLS 

598 Wells St.. S. W. 


Se & 100 STORE has openings for sales- 
ladies and waitresses, part-time or full- 
time work. No yo ea necessary. 
Apply Information Desk. 

McCRORY’'S 


MAIL ORDER 
NEEDS the rowing full-time worke rs: 
MEN: is PACKERS; 22 wr 
: BIN L ADE 


6 SHIPPING ROOM CLERKS: 2 WARE- 
HOUSEMERN Pleasant a A. con- 
ditions. oe MR benefit pane. includ- 
ing immediate discount privileges Ap- 
ply mail order employment office. 
SEARS, ROEBUC & Co. 
675 Ponce de Leon Ave. 
DAVISON'S 
NEEDS DISPLAY MAN FOR MEN'S 
WEAR WINDOW AND INTERIOR DIS- 
PLAY WORK. 
MUST BE EXPERIENCED RIGGER. 
ONE HO HAS 


RICH'S 
EMPLOYMENT OFFICE 
SEVENTH FLOOR 

Monday: 12:30 noon until 9 p. m. 

Tuesday-Saturday. 10 a. m.-6 p. m. 
WAITRESS — Cafeteria. and restaurant 

work; pleasant working cond., 0 
pay. See Mr. Thompson, Belmont es- 

taurant, 96-102 Luckie St. WA. 8726. 
31 


Help Wanted—Male 


FIRESTONE 
AIRCRAFT DIVISION 
Has Essential Duration Jobs for 

SUPERVISORS—For both fabrication and 
assembly departments. Prefer men with 
experience in aircraft industry. 

DRAFTSMEN—For general drafting: pre- 
fer men with engineering or mechani- 
cal drafting experience. 

JUNIOR ACCOUNTANT — Prefer indus- 
trial cost accounting experience. 

INSPECTION SUPERVISORS — Prefer 
men with good background of mechani- 
cal or aircraft inspection experience. 

QUALITY INSPFCTORS — Male or fe- 
male, for final assembly: must have 
mechanical or assembly experience, in- 
cluding at least 1 year aircraft inspec- 
tion experience. 

PATROLMEN—Prefer men with previous 
industrial guarding experience. Will 
consider men with military experience. 

MAINTENANCE MEN—Will be required 
to set up and repair heavy machines 
and mechanica! equipment. Must be 
able to do layout work from rough 

- sketches or drawings. Prefer experi- 
enced millwrights. 

APPLY EMPLOYMENT OFFICE 
FIRESTONE 
AIRCRAFT DIVISION 


— ~~ - 


here for indefinite time can find Blears 


Bail Onser" Bi pes SS _& 


er Sovee_o 


c 
eR little tral 
efranged for your con- 


3 Com pepater oprs $ 
BLA ELL PERSONNEL SERVIC 
1515 Candler Bidg. MA. 7020 
RETAIL CREDIT C6- offers good oppor- 
tunity now and after the war to young 
ladies for interesting and varied types 
of office work. Excellent working con- 
sas 7 aaa week. Apply 90 Fairlie 


YOUNG WOMAN with ple personal- 
ity to work in optical establishment, 
typing necessary, interesting work, ex- 
cellent og 5 Apply in person. 228 
Mitchell St... S. W. 


“EXPERIENCED SLEEVE INSERTERS— 


Full or Part Tim 
ARROW SHIRT CO, 
coe Murphy Ave., S 


Oo 
WRAPPING CAKES, 48-HR. WK. AP- 
N. LEE 1‘. we co., 
D AVE 
DO 
ORK. 
P D SALARY. MON- 
ROE BONDED WAREHOUSE. 
to type and do ht 
bookkeeping. Experience orem 
Good permanent connection assur 
5%-day week. Call Mr. Hanes, JA.2965 
WANT LADY TO DO CG AL WO 
ESSENTIAL INDUSTRY, a GooD 
SAL... A WORKIN OND. 


FLAIR — 
COo- ORDINATING MEN'S 
ACCESSORIES WITH MEN'S CLOTHING. 
LIBERAL EMPLOYE BENEFTTS. 
APPLY EMPLOYMENT OFFICE 
DAVISON-PAXON CO. ony h 
PERMANENT OPPORTUNITY FOR 
YOUNG MAN 
BETWEEN 25-30. with architectual, engi- 
neering or construction background, 
education or experience to assist in 
planning and execution of postwar 
theater building program. Must be! 
able to travel 6 southeastern states from 
headquarters in Atlanta. Prefer ex- 
service man. Application should give 
age. details of background, education 
and experience and desired monthly 
salary. Address X-226, Constitution. 


P of 3 and 
do some general housework. Live on 
place. Excellent sal CH. 1717. 
GENERAL MAID, 5% DAYS $15, Of BY 
ae SEVERAL DAYS WEEK. CH. 


c. Family 
1286 


Numerous benefi 
immediate discoun 
MA ORDER EMPLOY 
OFFICE. 
ot ihe ROFBUCK & CO. 


MAID for general housework. 
of 4. salary. RA. 3035, 
Sells Ave.. S. W. 

HOUSEMAID to take care of 2-yr.-old 
child. Write. giving references. Address 
X-21, SNCED ie: 


ED mar arker, t_. laundry dept. 
. 361 Morela nd 


aundry workers. See Mr. 
Hilliard, 408 Houston, N. E. WA. 2372 
GOQD cook wanted.  / 


. 8? Baker 
A t an, wor > 
3 days week. References. CR 3002 
WAITRESS—App oY a nm erson 


_ $30 to $500 

WE SPECIALIZE IN 

Quick Signature Loans 
LOCAL LOAN ‘. nae uh Rg + 
72 Forsyth St.. N. o81é 

au 

before building, yo ey refinancing 
repairing and Seniecetinat No applica- 
tion fee—no obligation. Attenta 
Seviunn & Loan Assn.. 22 Marietta 
Bidg., floor 


RICH'’S . 
HAS ATTRACTIVE OPENING WITH 


CHANCF FOR ADVAN T 
ENTHUSIASTIC YOUNG LADY WILL- Apply Flowers ‘bs 
ING TO TRAIN. APPLY EMPLOY- ve., N. 
MENT OFFICE. a FLOOR, 
WHITE HOUSEKEEPER 
MIAMI BEACH bungalow, 2 adulta and 
& months’ baby. must be fond of babies. 
plain good cook and do general house- 
work: private room and bath and $80 
® month. Send reference in letter to 
Mrs. Harold B. Spaet. 5435 Gorce 
Drive. Miami Beach, Fla. 
AND 


AGES 18 TO 30, A 


ATTENTION 
Jigen nes VICTORY MOTORS, INC, 
17-25 North Ave., N. E 
NEEDS several high type men for per- 
manent positions, MECHANIC, PARTS, 
STOCK ROOM and BODY MEN, criti- 
ans ~~ “7 positions, 56% days 
per eek, in heated and well 
Monted buildin with pleasant working 
conditions. Paid vacations and insur- 
ance. 


. Garrison, Posey or 
Womack immediately. 
YOUNG MEN who are interested In post- 


26, nsncceaien’ Bldg. 
3% Piedmont Ave. 


a —_——_— — 


WANTED 

MAN FOR CONSTITUTION ROUTE IN 
EAST LAKE SECTION. EXCELLENT 
OPPORTUNITY FOR POSTWAR SE- 
CURITY. ATTRACTIVE EARNINGS. 
SEE CITY CIR, MGR. TODAY. 

MAN 2 to W% years of age to work 
and learn funeral service and ambu- 


Coffee Shop. st., S. W. 
ENERAL ° 
BLE; GOOD SALARY. AT. 2385. 


MAID wanted. 21 4H Harris St., N. W. 
MAI D—Health care card, references; good sal- 


PISTS. RE NEEDED 
BY aces Oe eae ENGAGED 
PRINCIP pt CONTRACTS. 
IF YOU QUALIFY U vv. &. £.S. 
REGULATIONS, PHONE HE. 0750, EX- 
TENSION 43, FOR APPOINTMENT. 
“WAS TO CLIP ARMY, 
NAVY AND MARINE WORK 
CLOTHES. good pay. paid vacations, 
cafeteria. plant neovthel ALIA + 
ly in or NUNN 
CO. 104 Mitchel) St. 8. W. All 
leants must comply with WMC re- 
virements. < aa 4 
White baby nurse, child six 
weeks old, Set .pnenm or six weeks 


and board 
furnished. Write Lewis Beers. resi- 
Gent manager of The Cloister, Sea Is- 
land, Ga., and advise salary expected; 
a)so, furnish Atlanta references. Cot- 


ae located 5 minutes from Cloister 
VOa APHER, 


EA 
PECTED ADDRESS X-61. CONSTITU- 
TION. 


IST. unusual oppor- 
tunity for fully qualified person: at- 
tractive starting salary: pleasant work- 
ing conditions; numerous benefit plans 

—_— discount privi- 


EXPERIENCED ~ plat “for billing, 5Y%-day 


_phone calls. — 


EXPERIENCED preferred for women's 


Shoe 173 Peachtree St. 
OPERATORS ’ 
ARROW SHIRT CO. 


youn lady wanted for genera) office 


LAYOUT and copy writer, with 


WOMEN, | 


NT 
MONROE ~ WAREHOUSE, 175 
SPRING ST.. Ww 


week. $130 month. This is a postwar 
osition if qualified. Apply Mr. Mays, 
armor Products, 176 Pryor St., near 
Mitchell, 

. 8. O. REGIONAL office desires ex- 
Perienced secretary; also competent 
office clerk to file and answer tele- 
“CASHIER 


speciality store. Apply Miss Clarke, My~ 


ing rate 50c per hour. Overtime evail- 
able. National Biscuit Co., 1400 Mur- 
vhy Ave... Ss. W 

and general office worker. Ex- 
perienced. G permanent postwar 


ood, 
ree 5\¥%e-day wk. Call Mr. Hanes, 
2965. 


work, typing, clerical and filing. Perma- 
nent postwar future, 54-day week. Ad- 
dress L-232, Constitution. 

adver- 
tising experience. Sal n. 
NATION WIDE EMPLO MENT SERV. 


1214 First National Bank Bld 
“EXPERIENCED HAND PRESSERS — 


FOR LAUNDRY 
ARROW SHIRT CO. 
2022 Murphy Ave., S. W. 
18 TO 45, to operate power 
sewing machines on defense work. 
Couch Bros. Mig. Co., East Point. Ga. 


T LETTER: CONFID 
BOX X-283. CONSTITUTION. 
Y. 18-35. with pleasing per- 

sonality. for telephone solicitation work. 
Experience not necessary: we train you. 
Only 40 hours per week with pleasant 
working conditions. Reasonable pay 
with postwar future. See Mrs. Becker, 
204 Constitution BEidg.. 148 Alabama St., 


GOOD postwar future for alert. 
t., S. | 
YOUNG LADY WANTED 1 


STENOGRAPHY. comptometer,_ hookkeep- 


HELP KEEP FIGHTING 
WORLD. 
RAILROADS ARE URGENTLY IN NEED 


gpg LY BOILERMAKERS, 


TRANSPORTATION 
TO J 


U. S. RAILROAD RETIREMENT BOARD 
GRANT BUILDING. 


COME by Rich’s—talk with the Employ- 


ALL applicants must comply with WMC 


430 West Peachtree Street 


MEN AND 
FIGHTING FREIGHT ROLLING TO 
THE FIGHTING FRONTS OF THE 


OF EXPERIENCED MEN, 21. TO 59 
YEARS OF AGE, IN THE FOLLOW- 
ING OCCUPATIONS: 


TEEL BRIDGEMEN. CAR INSPEC- 
TORS, CARMEN, BRIDGE AND 
BUILDING CARPENTERS, ELECTRI- 
CIANS, LINEMEN, MACHINISTS, 
PIPEFITTERS, SHEET METAL WORK- 
ERS, SIGNALMEN, WN 
SISTANTS, TELEGR 

WATER SERVICE 


OB, EX ENT P 
ANT WORKING CONDITIONS, 
MANENT AND ESSENTIAL INDUS- 
TRY. APPLY AT ONCE IN PERSON 


BUILDING. 42 BROAD ST..N.W. 
TWO DAYS OFF EA 
LIBERAL EMPLOYE DISCOUNTS 
PLEASANT WORKING CONDITIONS 
RICH’S 
OFFERS MORE THAN A JOB! 


ment Manager! Let her tell you how 
pleasant a job at Rich's can be! She 
will place you where you will do your 
best work—will make progress in what 
you are doing! 


rulings. 
RICH'S 
EMPLOYMENT OFFICE 
SEVENTH FLOOR 
12:30 noon until 9 p. m. 
Tuesday-Saturday: | 10 a. m.-6 p. ™. _ 


Monday: 


active 
young women calling on beauty shops. ; 
_Apply 230 Mitchell St 

101 


FO 
ERAL OFFICE WORK. DAY’S, 


WHITEHALL ST. 


ing, English. Day-evening classes. Marsh 
Business College. 249 P’tree. WA. 8808. 


Ss. W.. corner Forsyth = 
RICH’ 
BAS OPENING FOR EXPERIENCED 
TAILOR. MALE OR FEMALE. APPLY 
‘T OFFICE, SEVENTH 
FLOOR. 


RICH’S 


, O , 
full or part-time work writing names 
for city directory. Writing must be 
lain. No selling. Pay 50 cents per 
— Temporary work in Atlanta. 
pecenanont if free to travel. Apply 33 
Pryor. N. E.. Room 402. | 

OME A THOMAS OPERA- 
TOR. ATTRACTIVE SALARY. DIGNI- 
FIED ENVIRONMENT. MUST BE PAST 
18 AND OF GOOD REPUTATION. 
THE SCALP SPECIALIST 
521 C. & S. NATIONAL BANK BLDG. 
JA. 3228. 


BILLING CLERK. age 20 to 30. shoulda 
know comptome'ter, adding machine and 
typing. Essential industry with post- | 
war future; 45-hour, 5-day week, paid 
vacation, company cafeteria, group in- 
surance. For interview call Mr. Patat, | 
WA 6175. Nunnally & McCrea Co. 

operator. Good guarantee. Hrs. 
8 to 6 1 day off. Sat. hrs. ,t 3 Ww 
RA. 16%. 


‘ 


A 


FIVE sausage packers wanted. 
YOUNG lady for soda 


CASE 


READY-TO-WEAR and accessory sales- 


EXP. marker for laundry dept. 
SETTLED NURSE. 2 children: must live 
5563. 
GROCERY CHECKER R FOR INDEPEND- 
ENT STORE. VE. 


SODA DIS ENSERS and cashiers wanted. 


. No ex- 
ereees necessary. Good hours. 451 


itehall St. 


fountain, drug 
store work. wiesmont Pharmacy, 991 
Piedmont Ave. E. 


ot WANTED. 


AIRCRAFT 


electricians wanted at once. 
Aircraft experience preferred, but will 
consider anyone having experience 
with small wiring, such as ignition, 
telephones, radio, appliance or small 
house wiring. Apply at once. 

See Our Interviewers 

At The Office Of 

UNITED ae can OCMENE 


SER 
OF THE WAR MANPOWER 
COMMISSION 
191 Marietta St.. N. W. 
OR BELL AIRCRAFT CORP. 
23% Broad St., S. W., Atlanta 
And at the Plant. Marietta, Ga. 


———— 


MRS. 
PSTEAD. GEORGIAN TERRACE 
HOTEL COFFEE SHOP. 
laundry markers and 
oN. Laundry Co., 409 


to Pp. m. Good salary. 
284 Ponce de Leon, N. E., 


checkers. 
Houston St. 


The Kottage, 
Mr. Seigler. 


ladies wanted. Darling Shop, 187 Peach- 
tree St. 
aed 


Flowers Laundry. 361 Morel and. 
in. References required. CH. 


“SALESLADIES to seit Blece goods; good 
job for proper persons. MA. 0712. 


ee 


Mores. 477 Peachtree St. 
Sunday work. Travelers’ 


WATT? TTR RS 
°o 


Cale. 74 Cain & 


CA 
EXPERIENCED CABINET MAKERS or 


BOYS WA 


\BINET MAKERS 


pattern makers to fit and assemble 
wooden parts used in the manufac- 
ture of B-29. Must read blueprints 


WANTED — FIRST-CLASS 
WITH REPAIR 


“hi STITUTION. 


eee 


MUST HAVE 
good painting experience. Will paint in- | 


Or at the Plant, 


war future wanted immediately to be 
trained for machine operators in manu- 
facture of paper containers. Good pay 
while training. Liberal wage scale and 
excellent chance for advancement. 
Pleasant working conditions. Group in- 
surance, vacations, cafeteria, etc. Apply 
to employment office, corner of Moore 
and Hunter Sts. Atlanta Paper Co: 
(Must comply with WMC regulations.) 
MACHINIST 

OF VA- 
USED IN ar MAKING. 


MANENT. WRITE 
EB an a AND PAST EX- 
CRIENCE. BOX F-576, CARE CON- 


- - — ~_— = 


LESMAN 


as 


SA 
NATIONAL milling firm has opening in 


established territory, Georgia and So. 
Carolina: institutional trade, hotels 
and restaurants. Car essential. 
GUARANTEED SALARY 
AND COMMISSION 
PLUS EXPENSES 
Unusual opportunity for 
able salesman. 
Phone C. uw. Muller 
Monday or Tuesday, 9 to 5, 
Vv 4761. 
PAINTERS 
MINIMUM of six months’ 


— — — — 


side and outside of buildings. 
See Our Interviewers 
At the Office of 
UNITED STATES EMPLOYMENT 
SERVICE 
OF THE WAR MANPOWER 
COMMISSION 
191 Marietta St.. N. W. 
OR BELL AIRCRAFT CORP. 
2342 Broad St.. S. W., Atlanta. 
Marietta. Ga. 


IELD MECHANICS _ 


F 
AIRCRAFT MECHANICS experienced in 


any one or more of the following: 
structural, engines, rigging. hydraulics. 
Will consider other allied types of me- 
chanical experience. 
See Our Interviewers 
At the Office of 
UNITED oie ee RENT 
OF THE WAR MANPOWER 
COMMISSION 
191 Marietta St.. N. W. 
OR BELL AIRCRAFT CORP. 
23% Broad St.. S. W., Atlanta 
and at the Plant, Marietta, Ga. 


and be able to work to a tolerance 
of .03 of an inch. 
See Our Interviewers 
At the Office ci 
UNITED STATES EMPLOYMENT 
E 


SERVIC 
OF THE WAR MANPOWER 
COMMISSION 
191 Marietta St.. N. W. 
OR BELL AIRCRAFT CORP. 
2344 Broad St., S. W., Atlanta 
And at the Plant, Marietta, Ga. 


, EXPERIENCE 
NECESSARY, DAY OR NIGHT WORK 
THE VARSITY. 61 NORTH AVE... N. W 
NTED for office boys. 16 years | © 
and over, full-time job, 40 hours Week. 
Chance for advancement. See Joe Cole, 
Display tution. 


Dept., Atlanta Consti 


, 
; 


MEDICAL detailman 


‘PHARMACISTS 


to contact physi- 
cians and drug trade of Atlanta and 
eastern Georgia in behalf of nationally 
known line of endocrine (drug) prod- 
ucts. Only pharmacists, premedical 
graduates or men with medical school- 
ing need apply. Experience valuable 
but not necessary Automobile and 
residence in Atlanta, Ga., required. Sal- 
ary, expenses and bonus. Write imme- 
diately, giving aetaiis it qualified and 
local address and phone number. Box 
F-5-77, care Constitution. 

AYOUT and copy writer, with adver- 
tising experience. Salary open. 
NATION WIDE EMPLOYMENT SERV. 

1214 First National Bank Bidg. 


lance service. Must have good clothes 
and neat appearance. See Mr. Verner, 
care of Harry G. Poole, 184 Pryor St., 
southwest. 

PERMANENT essential peacetime indus- 
try wants experienced man to contact 
fo@d industry on cleaning and steriliz- 
ing material. Must have car. certificate 
of avllability Salary, expenses, car 
allowance Tel. JA. 2351 for interview 

WANTED — SEVERAL EXPERIENCED 
WOODWORKING MACHINE OPERA- 
TORS. FAMILIAR WITH FURNITURE 
MFG. POSTWAR FUTURE ASSURED. 
GATE CITY TABLE Co., 3-13 HAYNES 
ST.. S. W. MA. 2738, WA. 3231. 

AUTO BODY AND FENDER 
perienced men earn top salaries. Fu- 
ture security assured plus insurance, 
hospitalization and numerous employe 
benefits. HARRY SOMMERS, INC., 446 
Spring St.. N. W. 

WANTED—Men 50 to 65 years old to de- 
liver telegrams in the downtown area 
for an essential industry. No skill 
needed. Work light and pleasant. Ap- 
ply Mr Asher, 20 need oe St., Western 


| AUTO 
day w $200-$225 
SHIPPING CLERK.  §- day wk. $150 
CASUALTY UNDERWRITER..TOP PAY 
NATION WIDE EMPLOYMENT SERV. 
ha 1214 First National Bank Bidg 
MEN. 20 to 35, essential work) good | post- 
war opportunity. No reconversion pe- 
riod; day shift only. 
AMERICAN CAN CO, 

410 | Marietta St. 
RCHITECTS. ENGINEERS AND 
DRAFTSMEN WANTED FOR ESSEN- 
TIAL WORK IN CHARLOTTE, N. C. 
WRITE OR CALL J. 


N. PEASE & 
COMPANY, CHARLOTTE, 


~ & 
MEN, 16 to 45, wanted for shipping end 
packing department, good starting 
wages, automatic increases, overtime 
available. Nationa! 


Biscuit Co.. 1400 
_Murvhv Ave.. 


BOYS. 16 YEARS AND OLDER 

LEARN A TRADE. Essential work. Ap- 
ply in person. 

LEE BAKING ‘CO. 

ae 211 Moreland Ave.; N. EB. s. 

FOUR EXPERIENCED AUTOMOBILE 
MECHANICS, EXCELLENT EARNING 
POSSIBILITIES. SEE MR. HAMMERS, 
MITCHELL MOTORS, 330 PEACHTREE 
STREET, WA. 5255. 

WANTED by battery manufacturer; EX- 
PERIENCED REPAIR MA ESSEN - 

PERMANENT, APPLY AUTO 
LITE BATTERY CORP., Lawrence 
Ave, Just off Nabell Ave., East Point. 

Ww ANT a good job for now and after the 
war? Call Mr. Bogman, MA. 1900. At- 
lantic Ice & Coal Co. He needs a few 
good office workers. Call him and get 
a good job. 

MECHANICS and body men, good work- 
ing conditions, good pay. Apply Web- 
ster Co. Garage, 71 Ivy St.. N. E 
JA 2680 

SENIOR and ‘junior— Stenotype. ‘reporters, 
male preferred Permanent position. 
Give training, age, and experience. P 
O. Box 2479, Raleigh, N 

WANTED—2 retail drivers for essential 

work. Good pay and commission, hos- 

pitalization and insurance. Postwar em- 
ployment. MA. 3453. Aristocrat Dairy, 

165 Haynes St., S. W. 


TIAL, 


. 


PLEASANT WORKING CONDITIONS 
I , 


OFFERS MORE THAN A JOB! 
COME by Rich’s—talk with the Employ- 
ment Manager! Let her tell you how 
pleasant a job at Rich’s can be! She 
will place you where you will do your 
best work—will make progress in what 
you are doing! 
ALL applicants must comply with WMC 
rulings. 
RICH’S 
EMPLOYMENT OFFICE 
SEVENTH FLOOR 
Monday: 12:30 noon, until 9 p. m. 
Tuesday-Saturday: 1 a ee Pp. m. 
FULTO COUNTY CG 
EXAMINATION PLAYGROUND 
LEADERS 
FULTON County Civil Service Board an- 
nounces an open competitive examina- 
tion for position of Playground Lead- 
ers, 30 hours week, $125.00 per month. 
Applications will be received until 
further notice. Must have resided in 
Fulton county two years immediately 
prior to filing; between 21-50 vears of 
age; desirable qualications: Education 
equivalent to that represented by grad- 
uation. from a senior high school, sup- 
plemented by experience in some form 
of community recreation. Also a course 
in first aid is teauired. For further in- 
formation, inquire Room 601, Court- 
house, WA, 5310, Ext. 379. 
ADVERTISING “MANAGER 


FINE WOMEN’S SPECIALTY STORE 
THIS POSITION requires a man or wom- 
an experienced in originating and de- 
veloping institutional and merchandising 
ideas, making layouts ana writing intel- 
ligent copy. Prefer person who has had 
fashion-art experience ... this require- 
ment not absolutely necessary. Good 
opportunity now with excellent future. 
Give full details in first letter, and 
sendt samples of work. Address com- 
munications to Mr. Morris Sosnik, Sos- 
_nik’s, Inc., Winston-Salem 1, N. C 
MEN AND WOMEN WANTED —_ 
FOR TROLLEY AND BUS OPERATORS. 
APPLY for a jobv'as a trolley or a bus 
operator; no experience needed: we will 
give you thorough training. Good pay 
while training; liberal wage scale; va- 
cation with pay; group insurance. Es- 
sential work in permanent type of busi- 
ness here at home. 
MEN between 21 and 45 and wodmen 
between 21 and 35 needed. 
APPLY Mr. Ben Nixon, 38 Piedmont 
Ave., . E.. Monday eee Friday. 
__ GEORGIA POWER CO. 
WANT PLEASANT OUTDOOR WORK In 
a business of your own? Good profits 
selling over 200 widely advertised Raw- 
leigh home-farm necessities. Pays bet- 
ter than most occupations. Hundreds in 
business 5 to 20 years or more! Prod- 
ucts, equipment on credit. No experi- 
ence needed to start—we teach you 
how. Write today for full particulars. 
Rawleigh'’s, Dept. GAD-15-145, Mem- 
phis, Tenn. 
MEN—GIRLS 
ESSENTIAL INDUSTRY 
PERMANENT WORK 
GOOD PAY—OVERTIME 
UNIFORMS FURNISHED 
FREE LAUNDRY 
APPLY BAKERY OFFICE 
A&P TEA CO. 
MEMORIAL DR., 8S. E. 


881 


a On car line. MA, 8668. 
d, best wages, other 


m 
servant in home. DE, 3878. 


A-i SHORT ORDER cook for restaurant. 


Call Mr. Spratlin, CA. 9129. 
GENERAL house servant, 54dlay week, 
$12 and carfare. _ 5545, 
SETTLED mt. woman wanted, Good 
salary. 6042. 
GENERAL , HOUSEMAID: EXPERIENCED, 
WITH REFEREN DE. 5217. 
MAID, 2° age ee bud line. $3 and 


car fare. CH. 


Help Wt’d—Male—Col. 


“GOOD PAY VACATIONS AND. a 
LIBERAL EMPLO 
REGULAR Oe, ON A A. NIGHT 


44 


SEE MR. WALDRIP 
IN DELIVERY DEPARTMENT, 
BETWEEN 10 AND 6 P. M. 
DAVISON-PAXON. co. 
FIRESTONE 
AIRCRAFT DIVISION 
JANITORS and laborers for essential war 
work; 48-hour week with time and half 


all hours over 40. 
APPLY EMPLOYMENT OFFICE 
FIRESTONE 
AIRCRAFT DIVISION 
430 West Peachtree Street 


HAS OPENINGS FOR PORTERS, WARE- 
HOUSEMEN, DAY OR NIGHT CLEAN- 
ERS. PERMANENT WORK. PLEAS- 
ANT WORKING CONDITIONS AND 
GOOD CHANCE ‘FOR ADVANCE- 
MENT. APPLY COLORED EMPLOY- 
MENT OFFS FLOOR. 


WANTED—Boys 15 and older with bi- 
cycles to work for an essential indus- 
try. ———s outdoor work with uni- 
form furnished free. Full or part time 
help needed. App pply Mr. Asher. 20 For- 

_syth St., Western Union Telegraph Co. 


re) in plant doing defense 
work. All over 40 hours week overtime. 
Do not oy a i now Saociemon in re 
work, See ngton, c-Lac 
Paint & i Co., 350 et st. 
GOLORED MEN with ambition arn 
welding (7 p. m. to 10 p. m.) wi weeks, 
and be placed on $60 week war jobs. 
Call JA. 2411 after 11 a. 
PORTERS AN 
day and night work. Time and al? 
over 40 hours Apply in person. Lee 
Baking Ca. "211 oreland Ave... Nl. E 
TWO service station Must be 
well experienced. to qualify for this 
job. Will pay $35 per week. Apply 
486 Ponce de Leon Ave., N. E. 
STEADY, drug and cosmetics factory 
work. xperience not necessary. Time 
and half for over 40 hours week. Ap- 
ply 450 Houston St. 
TWO MEN to check air in tires and 
make occasional tire changes; perma- 
nent job. Essential work. Mr. Wynne, 
10 Krog St., Fr. 


m. 


r, 
Standard Federal a & Loan 
Broad St.. N W. Grant Bidg. MA. 


A LOA 
BREWER-HEAD REALTY CO. 
JA 4164 


PANY, 179 SPRING ST. 
GIE WAY. JA. 1656. 
A 


284 Soring St N W 
to _ A -— 
ice. 318 Volunteer BI eA. $550. 
r. um, ou need $80 
to $1,000 see me at 12 or St. 3. W. 
000 artstield Co., 
_Inc.. 6 yor S:.. S. 
Salaries ‘Bought 


216-18 peat bea oy 


$10 and Up 
DOLLAR BUYING COMPANY 
25 Arcade Bldg. (Downstairs) 


AT O 
See Us—No De! 
250 Peachtree Arcade 


Salary Investment Co., 201 Palmer Bidz. 

Money on your own signature. WA. 1544. 

GLOBE FINANCE Co., 512 C. - q. Bank 
Bldg Signature on JA. 1 

Livestock and pe 66 
OOD CHICKS 

Reds, 


G 
BARRED ROCKS. White Rocks. 
Hampshires, Leghorns, sexed or une« 


sexed. 

THEY are here in big quantities for your 
choosing. These chicks are U. S. Pul- 
lorum-tested to better than required 
for the grade. 

YOUR assurance of healthy. vigorous, 
bright-eyed chicks of better livability, 
better growth. 

OF REPORTS recently received, 1216 
of them representing 25,800 chicks had 
a net loss of only 341 chicks in 14 
days. Many of them did not lose « 
single chick. Chicks that live are the 
ones that pay—and the Blue Ribbon 
kind will do just that if given «a 
chance. 

ELECTRIC BROODERS 
200-Chick canopy brooders (metal) $13.95 
400-Chick canopy brooders (metal) $29.19 
500-Chick canopy brooders (metal) $39. 
200-Chick canopy brooders (kraft) 95 
150-Chick canopy brooders (kraft) 

BUY these brooders, and put in 
of these fine chicks now and 

fat, juicy fryers for your 
table and make extra money by 
ing some to Mg neighbors. 
G EM AT 


111 or 21 th st... s&s. W. 
BLUE R HATCHERY 


Fors 


BO 


Livestock and Poultry 66 | Mis 


69 A 
(Just North of the Miami Beach 


t ion. t 3 irst ti 
1,500 wily handle: bal- | Quick Eotsession : hristopher Office iret National Bank) 


, ped 400-J. 
ance FHA financed, $34.05 per month —— 
rupees Principal, interest. taxes and in- | INMAN PARK — 5 omfortable 
A. 3340. 


- ——s — — —— hi a bi a 5] ] ! ; months. 
Dullet ‘ le. 4 Crin Cadine singie bed circu ating 


‘ : To couple or re ole Persons, 
. Coal he ter, | tfor » & mmediate VE. 4535. 
BE issqh et 1525 Simpson Rd.., Zs =00 Har =e Ave = - 


scellaneous for Sale Rooms—Furnished | 89 | Houses for Sale,N. E. 199 Houses for sale N. FE. 120 | Investment Property 131) THE ATLANTA CONSTITUTION e Tuesday, April 10, 1945 @ 15 
SPECIA L} SPECIAL} IAC! | SMAN rubber ive rafts, fold lnio T% x36. | PWIN BEDS. 3 closets, Private bath. off OO PEACH TAYE BATTLE AVENUE” NEAR PIEDMONT PK. & BOYS’ HiGu | ~~ SUN CITY SuBBIV 
85000 S APPROVED PULLORUM inch Case, $75 ~ach. 215 Spring, N. Ww. Northside Dr.; car necessary ; $12.50 wk. 4 BEDROOMS- 9 BATHS SIX-ROOM brick, hardwood floors, tile WEST COAST OF FLORIDA Re IE t t W. 136 A t f. S 1 
TESTED CHIX per week atching! WA 6908 for 2, $10 for’ one. X-35, Constitution, “STORY BRICK on choice 109- | bath. furnace heat. $6,500, Mr. Bedell, | A SUBDIVISION on the West Coast of al Estate anted uto Trucks or Sale 41 
| THORS ONDAY, EDN FURN NICE double rooms: wosee— Constitution oot corner Jot, 200 ft ir depth. Wide| CH 2950 or v4. Sit scan ment oe, veady OF, Postwar develop- _ 3-bedroom, 3. ome. | TRUCKS . 5 
. to hall, nice living rm. with . H. c SON! and large rofits, N. E. or N. W. section. Have cash Chevrolet 1%-ton with Stake and Van 
BARRED Ros DY. FULL OF pep (or deny Porch. dining | 7 DON AVE. N. E- TT uSQNSISTS of 300 “1.706 a3 acres! lie e waiting. es. 
ocks . White Rocks _ _ (or den), powder rans | 6-ROOM bungalow. Fick possession, at- losbdiv ot: staining 1,706 tots. Ff is! ERNEST L. MILLER WA. 1915 | 12° RUEHAUF van type trailers, 18 to 
N. H. feds. R I ereds, broiler crosses breakfast + ore y pand modern| tractive price. Call Mr. Crider. way Dered: “Tampa y, NO, 541, ~~ F 1 Pap WOULD YOU-sere se s_ 32 ft., completely reconditioned ang 
. One ameee ox uncanea _S Ww e itchen on first floor: 4 beautifully ar- —DICKEy-m TN MAN eae WAS 1841 1541 with one and one-fourth onile of rene IF 1 Pamp you satisfactory Cash price for , Painted in prime. 
as you prefer. ® Wine aie SINGER with aoe oT —, _ 4 “floor pine ‘LITTLE grocery dhe ae stocked wth frad, frontage and several miles of water Mr. ‘steane’, re DM eg over. "354" Motes Om eines wheelbase, 
: . To - . ’ . bd ~ 
"ED Bbize TEXAS B UL TRPEAST-| Whitehall, 9. Wr ystOP fan for (FOURhOUt. Westingnoase: ery | Very Tenens, PEM: Upstairs. peat burg by “7 is The propecty nae ee Mer BUY home oF duplex, Dead” Fim: JOE COTTON MOTORS 
EDS ana RENE I _ , 00d for kindlin ifom ito 3 JA. 67 fan for summer. Insulated and Weath-/ very reasonable. Jack Levy, SA. 0623. | mie of improved streets, or Morningside. Cai Morgan Wynne | 16 N. W JA. 7468 - 
THE GEORGIA STATE UAT ES. ft. iengths sineat) | ; large toad enin erstripped throughout. Auto gas heat, BEAUTIFUL three-bedroom ho 848s/ HERE is an Ppportunity for the new VE. 2920 or hts AT. 5037 “ . 
os Fotayth St. 8. W.. AtangteRY. | ft SN g Hardin MA 1107" VE. 8271, 631 Linwngy "oom NET" | laundry “tubs, corte ing chy tets | heat, “Holbrogk’ ip "ansportation. cal some profits. ce¥eloper to development, | WILL pay Teasonable wr. home Uf you "Te inch inches equip with stenne 
-_ . 8 > ° =. ewe | lS — _# “eo 4 = ae with bath. Owner leavin cit a d Gra Vv OlDTOO . ; . 4) me 0 as a POs War eve opmen e n ; Pped w 
PHONE WA. 7114 - , & ern mirac wall rinish, 334 ST., N. -—Furnished room; /@ wi}) Sell for $29,500. Interior shorn ~ _ PIERCE _REALTY CO, ._ A. 3349 PRICE. $150,000, to be sold on g00d Oe pve fe ble on. Good These bodies ere steel, new, never 
NEW HAs— Gries in 1 hour {t's washable; one coa} t pad condition. HE, 3681. 
to keep Controiiea BAS, Chick SER sth floor. Davison e:,.@' Co TT Seto ppesportation. VE. 7208 Ir woly. Excl. sale. Stour. Witham | PEACHTRERF HILLS—3 “bedrooms, 1%; of 29 7%:,,Part ithe Dalance Tete & Period WILT pay cash for yout heme-cosa—~ Day cash your b Or] geen used. They ales have extra 
to raise. Frac catalog expla "ZERC A CODS_TA He = ven aE 16677 °2"S girl, e AD Ain 1: ALT Y ae ennKs. | paths, auto. gas heat, 50. repped, per “cent amortize - Liberal at ane bad conaition, eg! cap ive quick 7 Saulpment ‘with ‘the MOTORS 
| ; Feakfast g ven. V. __ 1667. a2 ° fs AN Co. insulated. Only $8,750, hristopher, laus ssessi ‘ 8697 
COPY pSchadg PS Verne 7 y a on Alabama’ ac 7,8 wey tee 7 0846 413“ Norkn 29r, 2° ake No drinker. 20e4 TED EAST ATE OSSESSION BRICR THEA oa ad Te OWNER Will accept » small apartment SAVE CASH CURE yop oe i . i aS wy Peach st. MA. 
* C. 249 Peters St.. s ae — : __ VE, , y ATLANTA, enwood. | EX, 6, an mS. €ac Ulding or home either in South “S ANY SECTI HALL, UTY PICKUP TRUCK—ex 
lanta 3 Ga OF chicken tentoF crak - Hardin MAS FURN. BEDROOM, CONN. Moreland Avenue section. This om] apt “ gas heat pos eee Sear thors o  52n poghea ort ait up to yg ee &, oni oa Excellent tires (no cab). 
- ; ‘| BATH. CALL 6 TO 9 P. M., AT. 4055. SS than year old and is a beauty. | . de nd Penn ve oe *clusive | the va ue o , 8% Part o € cash- " re : 
BARRED ROCKS White Rocks, R. SRTA mixers, concrete mixers as- Hkng. Rooms Uni; 95 g rouisized living room, corner din- Morrison, WA» WA 6011, Ci CH. 3692, OR ent. o wast Atlanta “VE y * weds hauling eT Se aD 
Reds. New Hampshires. Parmenter powered cement Yimin’. at conan. Ds. hooms Un ur, -| ing room, modern kitchen with inlaid DUPLEX—3 yrs. old. off Habersham Rad,, | "OR particulars. ~ US SELi U ESTA ‘MITCHELL MOTORS 
Reds. White Leghorns, bab ducks. tf _ wee | unfurn. rooms. business people linoleum ‘floor. Cabinet sink and mew i at 83 Honour Cir.; 3 bedrms each unit’ tots a): WARE, REALTOR ¥ 
: _tion. DE ._.. Se Original Charter Member of HAA: & OODD— Wa $111 352 W. Peachtree. MA. 2230 
SOUTHEASTERN HATCHERING only. References. MA. 4020. Sas range: 2 corner bedrooms wit Only $11.000 Christopher. office MA. 
AIR COMPRESSOR’ 210 cuble #.. excel: : 4 Miami Beach Boand of Realtors, LTY CO. 34 f°) “ton, long wheelbase. 
139 Forsyth St. Ss. w. MA. 1152 ; it = is” li J closets; unusually pretty full-tile bath; | 3932; home, HE. 7400-J. Miami Beach City License No. 1 Ww Oo -E 2-speed Tr axle, dual 
O CA SA ——— ammenn o8, m] a Selling. Jack Apartments—F urnishéd 100 evel hardwood ~ pe 3 > poenout. Has NEW COMPLETELY 3 URNISH. ss aay $5.B00. Ront 1 ' , . rt 4 rea : ear 
ie Ragsda! -{ sa emers, M -_ S96, - —— Font entrance and s € porch. Oor | s. t. only 3 Id. ’ thorough] recondi oned 
i Co. Nat’) Stock Yarden com  tarpeue = Ap td 5 ORE—Tents oe Mapty tiene ARD AVE. ae i furnace, auto, gre water heater. Price | Qedrooms clon ne Oly A oy ill sell. straight < Pyron a act a 
- geo 5 fresh in this CBee 4 Te a0 A ca — efficiency, $4 week Apply Apt. ¢ 56.000. About . Phs.: 5 7897. row, 25 Sim _N. W., MA. 5187. 
or mos. old. . &, mond- ClEncy apy a me, elke: =—2_V~ #0 ee — 
son. 1149 Tucker Pl. S. W. RA 6050 rkfst. “rm EF bedrms. furn,. ht., nice lot. $6,850, IVY STREET GARAGE 
i surance, M ~ Poss. 30 days Jack Levy, Ja. 0523. DOWNTOWN Atlanta, mode and up- 
1 W. EAND We Fm. apt tor “HERE IT Ys | BRICK” pupr ee 18 Virginia a= 
wardrony” and seway couch ae beds, | 9 eR. pone ‘i “20. apt. for LOVELY BRICK. ONLY $8.750 BRICK DUPLEX— 9] rginia Ave 
es et , | ————<Ss_couple. HE. 2435.w. -OF-TO Oo 
herd of Black Angus cows. Calves St. RA. 1i69. OUT -D 
a side. to be sold 


Stet. 
auction todee ae Ragsdale-Lawhon SINGER je: Portable sowing achine | Anartments—Unfur. 101 
— ay at 1:3 a mm ..¥ | for rent, Bernard Berger, VE. 9042. PARTYAT. turn terrace apt., ~avall- 
raised male NOgs, sho d -PIFe ‘ing ran... te. 3 pairs — : : 
brood sows Cc. mM Kirk HE 2 and 2 CE living room suite ig pairs dra 


ats 
+ ~~: BE 2030.) les; portable bar. DE 
YOUNG laying peens. $2.50 each. {44> west “plc Se bar 


odern 
: to-date Sarage to accommodate 1,000 
: KK. and b’kfast rm. By appoint- ao, 
WN OWNER aol ne 5 mont,” re B. Casey, WA. 8021. CH 3531 


Attractive brick bungalow, A. — ar Eo 
tion inside and out. 4 lovely bedrooms. | 774 EAST AVE.—Near Highland Ave. 
li 


MA 
NEYARD UTO PARTs 
; ay Express 980 Ww MARIETTA 

n Anderson-Clayton Cotton C is A 
ving room dining room breakfast 4F.. 5 rms, & bath. $3,000, Neal-Len- puilding Ontains 186.0 square feet 
able immediately for couple. Rent room, kitchen: a very pretty level lot. hardt Company, WA. 2534. fe and is the largest Parki 
yt S208, fe in exchange for housekeeping in most desirable northeast section’ | 2016 DELANO DR., cor. Kirkwood Road. 
| E pieces Jacobean dining room set. services. 810 Ww. Wesley Ra. CH, 2327. 
Boulevard. Ss Or ee Pi solid oak. CH. 517) f ‘ran 
Dog Directory 


ng garage with 
n the South. = 
close to School, shopping cent 


3-RM. garaze apt. ~ Refrig~ range. West 


67 PRINCH Haviland china, service Yor 6. 


ity nt | = rooms. can be used’ ec duplex. $4,000. ideally suited too manutecrperty or 
ge. transportation. Your Opportunity to | . Enid Lawson, WA. 7607, WA, 4952 Other business. 4, . w. a 
End. Address X-19, Constitution. et the type home yOu, have been want. | POSSESSION NOW. clean 00 Ae: IT Is LOCATED across the street from res 8.25x20. Front 
y 2 2 nt Ons ——— — f for only $8,750. Call R. Cc. Bell,| bedrm.. 2-bath brick. $11,000. At igh-/ the Hurt Building and @ block and 
"otros. Feed your dogs on | gp YCLE. “1 condition, $173 cask Business Places for Rent 104 DE 4710. for appointment. —and-Lanter. Exclu. Crowle Ag 2et | one-half’ trom! Five Points 
le ner re? PRODDeG pa Part nee] HE. tan p 153 Fourth St.,'N. w. SALE OR Ta . property sult. RANKIN-WHITTEN TRIPLE 
meat. three Pars D & G Ribbles for ASBESTOS” able for manufacturing plan WA. _ 06 
® One 


t Or Ware. 
ouse. Water and rail transportation 
nd crane facilities. Located at 

ouma. isiana. Building 23,000 
Square feet floor Space. Contact Louisi. 
ana Fabricating Company, 1106 Louisi. 
ana Nationa] Bank Building, Baton 
Rouge. Louisiana. 
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FULTON AUTO Ex GE 
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ARE you ready to buy a@ fine home? I¢ | COVEY. neley Park 3 bedroom, brick 
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Devoe & Raynolds “s turned over to 
ads ; every item reduced. Watson 

0 


. 248 achtree St., OPP. Gas 
Co. JA. 5990 


AVONDALE 
SPACIOUS 4-BEDRM. 3-BATH BRICK 


svt. qtrs., Stoker heat. Only $13,750° 
s-zamie Melchor. DE. 4164, JA. 3411 


p 
‘ Car ga- 
rage apt. rentin $30. Owner, DE. 0828. 
1233 CLATRMON'® DR.—3 bedrm., auto, 
Eas heat, 30 days poss. Only $5,500, 
Christopher. Office, MA, 3932. Home, 
HE. 7400.J. 


‘ Oswe ouse, | 40 Buick Special 4-Door. 
__$7.750. Drake Rity.. CH. 5048. CH. 2223. | 41 ~ 


,21 Ford “85 Special 2-Door, 
Property for Colored 135 | ,#! Mercury ciy Coupe 


' "41 Plymouth Special De Luxe 4-Door, 
339-341 BOWTIE ST, Ss. W.—é-1m. du plex, | 41 Buick Special Sedanette, 
excellent condition, nice baths, every | 41 Pontiac Torpedo Sedan. : 
convenience. Price $2,750 on reasonable | '41 Oldsmobile “7g” Sedanette, . 
terms. Cal] Mr. Webb, MA, 17290 "41 Buick Special Sedanette, me 
41 Chevrolet Master De Luxe*2- 
CHAPMAN REALTY Co. 41 O Oupe. 


* >. ? UNfurn, rooms 
MA. 7148. 


in Atlante. 
Houses for sale N. E. 120 
? ; PARK — 


ieee Pete toe home; 
large, sli tly e evated lot: “Gay pos. 
8ession. ty @ real home and can 

be bought right. Call Winter Alfriend, 
WA, 6368. 


WEYMAN & Co, 
IMMEDIATE Boss pcsyo—y—— 


side &vailable. Corner lot. 
iced to Selle For details ca}} Mrs. 
T K Shackelford. WA.9660 or WA.2162. 


ldsmobile “66” Citjh c 
-OMB-ELLIS COMPANY 
a a Y STR 


ie 
> 


ning room. 

Suites, and refrigerator. Priced ; 
Mediate sale: also will consider rent. 
new rock house Write to Route 2. 


o. NN. » Modera 1 edan 4-Door. 

cash payment and $30 F month, in-/ '4] Chevrolet Special De Luxe 4- 
cluding interest, See Mr Holleman, | "41 Buick Super Club Coupe, 
Adams-Cates Co., 201 Hurt Bidg.. WA, "41 


E 
+ Practically new 
Ow for 


Oldsmobile “7” 4- : 
: 5477. "41 Oldsmobile Cruiser 4-Door, 
five-room ‘frame bun alow, furnace | Houses. Sale—East Point 127 eal Estate Wanted 136 | .{} Elymouth Special De Lene 4- 
heat, screened orch; nice elevated lot. TO BUY, SELL OR R 41 Plymouth Special De L, 
SAEKESHORE DRIVE Will give quic Possession. Price $6 - East Point, College Park Hapeville, cal) ant fot ms. business prop- 41 Buick Super Convertible 
“BEDROOM, 2-bath home. Nice jot 60x 300. equires about $1,250 cash. Phone EAST POINT REALTY CO.. CA. ‘2159 erties, vacant lots, anywhere in Ga., | '39 Plymouth De Luxe 2-Door. 
ovin and Stora e . G residentia] section. Stcker Hoke Blair, WA. 5477. Exclusive sale. Houses. Sala pe CA. 2158 or adj. states. For quick, Satisfactory | » Pontiac 4-Door an. 
Box 251. Austell. Ga ad & heat. Pri OF Quick sale. Call Gracy ADAMS-CATES Co. REALTORS Houses, Sale—East Lake 128] results see or write Johnson Land Mercury 4-Door Sedan. 
= A . MODERN” rniture Holbrook, VE. 27. “Create an Estate” OUT. R Co., Haas-Howel] Bldg., A nota. Ga, ‘39 Cadillac a” 4~Door. 
CLOTHES BASEMENT [N ATLANTA. coaches to and from ty & Washington, EIERCE REALTY Go, MA. 3349 _VACANT—READY FOR IMMEDIATE- 6 YRS. old. Love flo, care > nad/ _MA. 3 "39 Nash Ambassador 4-Door. 
GEO. PIERCE’S MEN'S DEPT. STORE. Ctrarlotte, Jacksonville. Miami, Tampa | ———— BRICK DUPLEX OCCUPANCy breaktact Tile bath slats pnealng 39 Ford De Luxe 2-Door, 
COR PRYOR AND DECATUR STS and other Points. xperienced men, 6 ROOMS EACH, Separate furnaces. Con- FIVE- Cedar shingles. completely re. porch large terrace ‘Insulated HAVE you a nice, up-to-date home, 2, 3 "3 Ford 2-Door,. 
M fireproof warehouses for stora Sud- venient to everything. Goc roof. Good decorated, new roof, lovely yard beau- caulked, air-cond furnace stoker. or 4 bedrooms ‘or larger and want to "38 Oldsmobile *‘” 4- 
DIAMOND WATCHES. dath Moving & Storage Co., WA. 6795. condition ‘in general. iced for a tiful trees shrubbery and ficou ers. Price Landscaped deep lot garden Space,; Sell? I have buyers as ang me for such | . ncoln Zephyr 4-Door Sedan. 
OOBBS JEWELRY co. ®,/ quick sale. Servant’s quarters in base. 750 r. Woods, DE. 5769 or; $8,500 Rehan Mrs. Camp. houses all the time. Call me at gaa’ | °38 Buick Special 4-Door 
133 Whitehal). Ss. Ww smal) vang, $1.50 room up Experienced ment. Call C. G. Aycock Jr., WA. 2114, CR. 386 CAMP REALTY Co. DE 2561 —G_R. A} ELBAU! ye Pontiac “g’ 
ie AGH? : men. plenty pads, low rates on storage C. G. AYCOCK’ REALTY Co. L W.MORRIS,_INc 130x413-F LEVEL woodea— lot, 267? 1 > Gan al fn, | BRAGGING 
YET jane’ selection for new rai7, Ocal moving. Free cetlmates. Safe, MIAMI, FLA, . 2906 FA HAVEN CIRCLE -W E : \, 
o nrePlacements. See Queen ccuable Irv us. JA. 3461. JA. $698-R. | sug transferred to Atlanta and hav@/A REAL BUY raat, Road in “lose Gt, Atlanta, i, — 
Mante!] & File Co.. 224 Mitchell St..S.W. | DOHA or Part loads from any point in beautiful 3-bedroom home in 
for SA pom Fairbanks-Morse ~ tr, Florida to Georgia April 7 to 12. WA 
Scales. 20-tor Capacity, 30 f+ 1412. 


in a one-bedroom home. 


t k 
e,,’enant will tell you East Lake Rd 
c 
- long, re. 
Dutt Sondition. Price $500 

A. 


’3? Buick Convert. Road Master Sedan. 
- Close te car Service and ve ~ — to il cy ay ment ‘37 Ford “g” 9. ; 
f son’ ia nt | bus Bnet you want a pretty large VE 3417, 20M, call Grady "| ‘37 Chevrolet De Luxe 2-Doo 
- . Atisi, ,! ange for net's Rrong ao, * Possession in 90 lot. here it is: 8-room wideboard house : LTY MA. 3349 ~y 5 EV ROOSE FROM 
Similar anta ome. eautifu ot, ays ce, 900. ts. 0 cas —— —— - ~ ° 
cash.’ Cai) GONSOLIDATED VAN LInEs bearing ‘fruit treee exceptional. Fin" . W. R. COX, WA. 2929 er B50 ned for oS sce ni. © Me. a" | WHEE nt. GASH for small house or-In. World est Dealers 
5898. ask for Sam. & LON DISTANCE MovING- cher, i! Se t SHARP-BOYLSTON CO. ston, DE. 4885, exclusive, or WA. 799], vestment property UP tO $5,000. ' Any 241 Spring St., N. W, JA. 5661 
© Saws Household Storage, Free Estimates ie BRICK “BUNGALOW REALTORS Houses, Sale— Ho p a section o& condition, Phone WA. 6365, | 309 Spring St., N. Ww. JA. 2422 
sizes: elertric hand saws electric drilis Modern Warehouse, Efficient Help 6 ROOMs, nicely arran ed, goo@ furnace, E CIRCLE, N. £33000 Houses, Sa e—Hapevi e or write T. W. Blanchard, 408 Title Bldg. WILL seij- 
, Masonry saws, ni, runner and CONTINENTAL VAN LINES. MA. convenient location. © owner of this ATTRACTIVE 3-bedroom brick, good TEN-A » €-bedrm. home rnace, + Preferably from Owner, sma 
screwdrivers 3906. storage moving. crating. plen. roperty will allow for redecorat- Cond., on elevated lot; auto. heat and/| all improvements. beautifully Dlanted,/ farm, 30 to 
ST AWARE “liverware pot and-ang 2 space & vans. A.C. White MA, 1888. / Ing. Cau AYGOCH Sek IE, oo a 
for restaurant and hotels, ete ; A 
OLE ANTA FIXTURE & SA;‘rg co, | Rooms With Board 8 
104-6 or St. S. w. 


running Water, fruit. berries 
DEERING ROAD—oONLTy “$5,500 


Cres, near Atlanta: also ; e JA. Goo “ R. F. . 
J small suburban ome, about 10 acres. a 
figs and Plenty of fruit. High state $3,000 to $5,000. WA, 1387 or DE. 6867. finance ch We handle our own 
r. Berry, Res. chav 46. Of cultivation 2 miles from Hapeville 7 YOUR BS: 12 Da . 270 ewood 
- EMORY RD.—Semi- rivate home. bungalow on elevated . G. BERRY & Co GOOD ae 2 Vidson, ge Lis ) 
genera-| roommate for_young man. twin beds:; lot Only 3 years old Auto. heat, auto. Healey Bldg, ___ WA. 8739 GOOD 4rm. home on Waters Rd., near McNABB REALTY CO. 4. Rug Mtrs, 383 WwW. P’tree. MA. sag7 
tors, €25 K ar 25 pod meals. DE. 8569 ot water, ultra-modern, Bus © door. ORME CIRCLE E. Cleveland Ave. Electricity, wel) water,; “IN THE HEART OF BUCKHEAD R 
ae, A 15 A, “ag ig” Ceiling. j . $8 week >>> 2 meals. {3% 9 eal bargain. Call A. Pp Whitehead. WELL-BUILT RED BRICK BUNGALOW, no bath §$].850 Hapeville Realty CH. 8223 
A-1 condition. Dr E. North Main, College Park. CA. 1085 HE. 1177 day, VE. 9244 nights. has 6 rooms, house ts modern in| Ca, << RR to fe are In n and 6-room houses, 3S 
many | VACANCIES ‘tor 3 business girls, West RKWOoD every respect, gas steam heat, auto. ESSENTIAL WAR WORKERS in g00d locations, Call Lee J. Howard, TO SELECT FROM 
N BRUID HILLS) tze + oom fo 3 young DAYS ps ; wAS 8. CALE URN = For , fartculars Phone R. B. Gann, kitchen furnished, storage attic. David- LEE J. SO ARD renty co, . Comparison Meow es. 
; : : CH. 1937. son, CA. 2984 a NEED of or 6-room Ouse; West VAUGHAN RS 
ae wee Single beds. $35 mo Vent IVIE, MA. 7279. GANN REALTy CO., WA. 2710 VER L ‘nice bullding ~) ols tor sale,| End or Sylvan Hills section. Call A. 320 Ww. Peachtree, Ww, ._ 7070 
See : MONT AVE., ¥.—Vacancles BERRY REALTY CO. VE. 6695 . GREENVIEW AVE.” NW” eS Cash or terms, Ss. E. avidson, CA: W. Wall, RA. 6765 or -door a Ee ore ea 
BRY OFF1 for men. AT. 9259, Jaen ATTRACTIVE, modern home, gas fur-/| 2084 LL TY CO., MA. 1133 1942 Buick Century 4-dr.’*"’ +eeee $1,862 
7. : VACANCY for young man. © drinker TWO-STOR brick, tile roof, lovely nace, 2 edrooms, bath, sun Parlor, MORELAND pry arge lois Sits up. ~ 1/1942 Studebaker Pree. 6.08... ** $ 
: 413 North Ave. »_ 8251, lanned first floor: 5 bedrms., 2 baths lf b ' . | 7 R PEAC EE eae 
new ———— Ave, Z é Planned oor; rms., , full size finished daylight asement Hapeville Realty Co. CA. 7414 ROOM HOME, NEA EACHTR 1942 Nash 4-dr. sedan. "” 
commercia) re eration Ulpment in M AND BOARD FOR YOUNG MAN second floor. t 100x400 Quick pos- with maids “20m and bath. Large at- a ROAD. NO AGTS. CONTACT. WA, 1511. 1942 Hudson “§"* Club Cou 
the south. REPRISE R STE Ex. 75 Nwood Ave., N E. VE. 3524 S€ssion. HE. ‘ tractive jot. Investment Property 131 J. H. EWING & SONS 
CHANGE. 237 Pryo: St. 8S. W. WA. 0204 Rooms—Furnishea 89 MRS. AUGUSTA R. DOWE y | -DICKEY-MANGHAM CO. WA. 1541 __ ay -UNIT APARTMENT | HAVE Gevera uyers fo 
TWO 8-1 er display” cases, with with or | re —... | DREAM HOUSE, $10,500. O7¢ Wieuca Rd. 469 CLAIR DRIVE 583 BOULEVARD 
Without coils wood finish, lige doors. AN home-like double rooms: hot and Only 3 years old, 2 bedrms.. screened 
Feasonable A. « P. Food Stores, 88] cold water, King Hotel, 87% Fairlie Porch. Paneled basement, 
Memoria! Dr. & £ St.. N. w 


n 


Above cars r ulre priorit 
es “HELL, 
VE-ROOM UNIT VACANT 


MITC MOT 
Room with 


: ; i 
FI NEAR NORTH AVE.—PRICE $12,000: 
; INVISIBLE BRICK TRIPLEX—Other two 
t., ' « 2 doors north of eld Post fireplace. Auto. gas heat. Christopher, 
ITH Srand piano, $4 Library | _ Office JA. 9107. h 


ustrial 5 
with railroad frontage within 12 mil 
Cc 


es 352 W. Peachtree. 
Atlanta. Call or write us, WA. 0627, 37 FORD + ocene enna 

ted Bate th, Aun? | CASH Pe YMENT $2,400, BALANCE ; Ral ~-Martin. § iiae "38 Sy Deo eee seee eee. 
units rented er month, uto- MONTHLY. rompt, "courteous attenuon vour °35 CH Oo 0 esegeeube. 
| oe ee =, | Office, MA. 3932; home, HE. 7400-J°, matic gas furnace’ Weatherstripped LIVE IN ONE UNIT, INCOME FROM real estate with Burdett Realty Co, MODEL A Foun “$2 eeaueas 
table, antique Mirror, studio couch, | OOM for 2 girls. twin beds, priv. Bath: 597 MARTINA DR., N. E.—Brick bung- Insulated, Call Mr, Wilson, RA. 4902; RENTS WILL Pay FOR PROPERTY. Realtors. WA yort:—Established 1910.” 20 OTHER M K 
*Pinet desk ‘ctures, chairs. miscella-| garage. 665 E. Pace's Ferry Rd.. N. E. low. 3 bedrooms, furnace, 2 biks schoo] or WA, 3935. ere SAMUEL ROTHBERG HAVE cash buyers for homes in any CORNER WASHINGTON AND SOUTFP 
mheous. 3683 eachtree Road CH. 5171. re and transportation. Only $8,950. In- VERY hed aay DUPLEX OR TRIPLEX Erlanger Theater Building section. Tom Faison, WA. 0100, MAIN STs PO 
MAGNAV< chest jag mBOTIRA | 18 NORTH AVE. WN. E.—ATTRACTIVE spect outside. Phone Christopher, of- furnished, $25,000: unfurn., $20,000. In_ 575 Peachtree st. CR. 3245. 

oa ae if tapeeett: 7; Pahog- CE CIES. REASONABLY no F fice, gy 3932: home HE. 7400-J, Some $247 Chri io beautiful] Quarters VE. 0706. 

ary. crOpleat table: . w nea NICE fon bedroom, business People 18TH ; s., or owner. jr oPher, office MA. 3933: 
» hairs, ete, in lovely ant, VE. 0342, only, VE. 6730, immed, deliv, $12,500, utting, WA, 0154, home HE. 7409-3. 


WAI uy oF Tent ca north | Auto Trucks for Sale 141 
= , bl Lak . . ’ 
; rh ap © he or anreis Preferably near e Burton, eat on sa te, trade Passenger 
ae 
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THEY'LL DO IT EVERY TIME 


er, . - 


By Hatlo 


Y 


CALIF. 


GAN FRANCISCO, 


Zi TAYMIA,YOU LET LITTLE THINGS 
EXCITE YOU TOO MUCH. WHEN 
PEOPLE REACH OUR AGE WEVE 
GOT TO WATCH OUR BLOOD 
PRESSURE. KEEP CALM, 

COOL AND COLLECTED. 
WORST THING YOU 
CAN DO IS TO LOSE 

YOUR TEMPER. 


Kary, 
( 


\ 
I 


mY 


— 


(= 


PESTERTON IS ON THE Y, 
PHONE SHE WANTS TO 
KNOW IF SHE fl 
CHANGE APPOINT- 
MENT twat 2.30 BAG /S AND You // 
TO 5.30? 


Uj/ aut tly 


TROUBLE WITH YouIs HYPER- Y//) |/ pocTor, MRS.VAN 7) oe ope SX, 


SPUT~ 2 Ox ite ¥ 
4! THAT-PFe-pre // 
SPUT &XK MO!’ OLD 


%2@ f/! HOW MANY 
TIMES HAVE I 


—_— 


OFF THE RECORD 


_ —_ —— 


J 


“Why can’t you keep your cleset tidy like mine?” 
. az 


TODAY'S CROSSWORD PUZZLE 


ACROSS 
1 Scrape. 
8 Student. 

15 Asiatic 
plague. 

16 Piece of 
evidence. 

17 Garland. 

18 Simple 
substances. 

19 Skill. 

20 Inform. 

22 Immerse. 

23 Equiva- 
lences. 

25 Rotates. 

26 Persian 
fairy. 

27 Exalt. 

29 Soak. 

30 Apple juice 
expressed. 

31 Went back 


over. 

33 Rocky crag. 

34 Second 
note in 
bebization. 

35 Agog. 

36 airy. 

38 Scoriaceous 
lava, 

40 Island: Fr. 

4) Largest. 

44 Cover with 
tin. 

46 Anger. 

7 Cut. 
48 Charity. 


49 More 
realistic. 

51 Low sand 
hill: Eng. 

52 Bucketlike 
vessel, 

53 Broad 
srmiler. 

55 Donkey. 

56 Visionary. 

58 Musical 


instruments, 


60 Open 
balcony. 
61 Drain. 


62-Two-wheeled 


Roman 
chariots. 
63 Went on a 
winter 
vehicle. 


DOWN 
1 Rasp. 


2 Hymn tune, 


3 Beaked. 

4 Winged 
part. 

5 Bnddhist 
minastery. 

6 Mausoleum. 


7 Exclamation, 


8 Medical 
appliance, 
9 Salad green, 

10 Abode. 

11 Laconian 
subdivision 
of a clan. 

12 Disem- 

, barked. 

13 Dressed. 

14 Breathe. 


_— ——— 


Solution to 


Yesterday's Puzzle. 


18 Made a 
mistake. 

21 Less 
adulterated. 

24 Constricted 
passages. 

26 Stole. 

28 American 
symbolic 
bird, 

30 Trees of 
chocolate 
family. 

32 A letter. 

33 Crayat. 

36 Primp. 

37 Made 
patent. 

38 Calcium 
phosphate 
fluoride. 

39 Hints. 

41 Marine 
fish. 

42 Perceive 
through 
the senses. 

43 Braided, 

45 Yellows. 

46 Forms into 
a rainbow. 

49 Jiffy. 

50 Carouse. 

53 Happy. 

54 Mature. 

57 Exist. 

59 Aged. 

61 Doctor of 


science; abbr. | 


13 | 


— : 


4 


UU 


1@ © THE ATLANTA CONSTITUTION ® Tuesday, April 10, 1945 


‘ 


“Br Rot RATION DATES 


Ration Calendar for Week 
of April 9. 

PROCESSED FOODS: Blue 
stamps C2, D2, E2, F2, G2 now 
valid, expire April 28; H2, J2, K2, 
L2, M2 now valid, expire June 2. 
N2 through S2 now valid, expire 
June 30. T2, U2, V2, W2, X2 good 
through July 31. 

MEATS AND FATS: Red 
stamps T5, U5, V5, W5, X5 now 
valid, expire April 28; Y5, Z5, A2, 
B2, C2, D2, now valid, expire June 
2. E2, F2, G2, H2, J2 now valid, 
expire June 30. K2, L2, M2, N2, 
O2, P2 good through July 31. Your 
meat dealer will pay you two red 
points and 4 cents for each pound 
used kitchen fats. 

SUGAR: Sugar stamp No. 35, 
good for five pounds, expires 
June 2. Next stamp scheduled to 
be validated May l. 

SHOES: Ajrplane stamps No. 
1, No. 2 and No. 3 now good. 

FUEL OIL: Period 4 and 5 
coupons from last season, periods 
1, 2, 3, 4 and 5 from this season, 
all valid for 10 gallons each. 

GASOLINE: 15-A coupons will 
be good for four gallons each 
through June 21. B6, C6, B7 and 
C7 coupons good everywhere for 
five gallons 


AUNT HET 


“Kisses and love pats are nice, 
but no other way o’ showin’ love 
seems as sincere and heart warm- 
in’ as helping with the dishes, 


UST NUTS 


BY AN 
AUTOMOBILE 
EVERY 

MINUTES ! 


BETTER VISION . 


<A 


KAY JEWELRY (0 


3 PEACHTREE ST 
Opposite Peochtree Arcode 


OVERNMENT2-! PAYROLL 


a, 


& 
. 
au) 


SCHNEER’S 
| 48 Whitehall St. 


|. Perfect Diamonds 


CHECKS PROMPTLY CASHED 


“REWARD~ | 


Public Member 


Of WLB Named 


WASHINGTON, April 9.—(#)— 
Jesse Freidin, general counsel of 
the War Labor Board, was ap- 
pointed by President Roosevelt to- 
day to be a public member of the 
agency. 

He will fill the vacancy created 
when William H. Davis resigned 
to become federal economic ad- 
ministrator. 


~—— — ee 


Call 10-Year-Olds 

LONDON, April 9.—(#)—The 
German DNB news agency said 
in a broadcast today that 10-year- 
old boys and girls were being call- 
ed up “for the Hitler youth serv- 
ice” to help meet Germany’s man- 
power problems. 

The broadcast did not say what 


their duties would i 
TENCE RNER NNN a HS = 
SCHNEER’S 


Investors 


SAFETY 
PLUS ENDURING 
QUALITY 
BECAUSE 


l. If for any. reason you 
wish to return your dia- 
mond within 30 days after 
purchase, the full amount 
paid will be refunded. 


. Your ‘diamond may be 
traded in at any time and 
full purchase price plus 
10% increase will be al- 
lowed. 


. Schneer’s agrees to repur- 
chase your diamond with- 
in one year according to 
terms of written agree- 
ment, 


- Home of Bonded 


. GREATER PRODUCTION 


EASY WEEKLY : 
PAYMENTS 


Me Appointment Necessary 


a 


i<MPCD> MZ=Foada 
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<Apte FO=C 
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OVzZeCO MI 


en tin ie ” 


OZ=Prez 2062 


SatOS «Bpdz r 


a Ae ae 


AOPG 


R=ZZP ZPLVNO 


QOAPEUM 


+ 
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pa CHARLES, 
BROKEN OR SPRAINED, 

YOUR LEG MUST GIVE 
MORE PAIN THAN YOU , 
SAY ! 


4 


IM NO MARTYR, 
HU SHEE, BUT 
THERES NO USE 


WE MUST BE NEAR THE 
COAST...THE JAPANESE \JUST WHEN 
WILL BE MOST NUMEROUS } LIGHT* HORSE 
HERE... WE ARE TOO LEE WAS 
VULNERABLE WITH YOU | GETTING 
SADDLE- 
BROKEN! 


SOME SORT OF RIVER 
CRAFT % OUR BEST 
CHANCE OF GETTING 
BY THE PATROLS... WE 
SHALL WAIT BY THE 


> “> 


. Fae \ 


WELL, HOTSHOT, ) £ GUESS SHES OKAY, 
DO YOU STILL. \ TERRY... IN FACT, GHE & 
VERY NIKE &D HAVE 


SO— WHILE YOU’RE 
LOCKED IN THE 
WRECKAGE = I'LL HAVE 


+ 7 | . 


> 


a a 


\ 


NO YELLING, 
MR. TRACY. #% 
NO YELLING. 


YEAH — PL. BE 

YOU IN A MINUTE, 
DICK —— AS SOON 

AS I GET PAPRIKA’S 
MOTHER FREE 


COKEY BOY WOULDN'T LET 

GO OF TEN DOLLARS, NOT 
EVEN TO BAIL HIS MOTHER 
OUT OF JAIL- THIS 


<uy 
WITH 


THE 
GREEN GLOVES | 
SEEMS TO BE | 
GIVIN’ AWAY 


WHAT'S 

ALL THE 
EXCITEMENT 
OVER “THERE, 

UNCLE — 

WILLIE? 


a 


. 


> 


DID YOU PAY OFF + os 
THOSE, BOTHERSOME Joy!..ves!.-f 
BILLS, LYRIC ? 


THE NAME (6 MATT, 
MY DEAR!.. OUTSIDE THE 
OFFICE.'--BuT--SEE HERE! 
YOU'RE NOT EATING! 


LA NOT HUNGRY, 


LOOK, HONEY--? f DON’T WANT TO 
BUY YOUR COMPANY! PLEASE DON'T 
FEEL YOU HAVE TO BE NICE TO ME, 
JUST OUT OF GRATITUDE: 

TAKE YOU HOME ? 


\\ 
WAR, 
Vs 


YOU'RE AN OLD DEAR, Me. 
BRAND--MATT! I'M TEMPTED 
TO $06 ON YOUR SHOULDER 
ANDO TELL YOU-- EVERYTHING” - 
BUT--WELL-- I GUESS I DON'T 
WANT TO HURT you! 


—— 
—_ 


LEAVE, 


. - _—— 
- - _ 
- ——— =. 


NOBODY SAW US 


m- AND NOBODY SPOTTED US ON 


TH WAY-> AND HERE WE ARE 
COMIN INTO BEEVILLE, ON 
Thi’ MAIN LINE«>- 9 


, * Zz 
| aif ¥ 
‘YAS z 
Mo al 
S a - Pah 
a 
. AG * 4 


-- - 


MAYBE WE CAN HITCH 


A RIDE FROM HERE BUT | 
WEVE GOTTA BE AWFUL CAREFUL [i 
VE GOT A KINK IN MY NECK 1 

FROM WATCHIN’ BACK / 


eK. 


hid 
tf, 


if 


Ht 


- 
sy 


Wy) 


wey! wHAT Wave YOU 
GOT THERE, SANDY 

LEAPIN LIZARDS! 

IF IT’S WHAT IT 


LOOKS LIKE -+**> 


t, 


Constant Companions 
Red Goose Shoes 


for Boys and Girls 
\ 


Youngsters throughout the nation 


judge Red Goose to be 
fun of having feet.” 


7. 


“half the 


$929 ,, $49 


Priced According to Size 


SE” 


GOOD! 


THREE OF US 
BET ON A 


BOY. 


DATED APRIL FIRST. < 


WELL fel 


SPLIT THE POT 


THREE WAYS. \ 


—_ 


=\% 
.... 


j 


“SON BORN. ALL WELL ANO SAFE. 
GREETINGS FROM US ALL. UNCLE WALT. 


Fe i a +e +4 
1 4 rm “a -~ renee et ots ess 
; ? Ait + 2,"%e ‘,* ™“ a, 
| sf iv! PTT. < et oe “og 
/ on + ote. iiss ’ 


e g 


Wilda 7 APR FIRST? Yo *4 YES, MAYBE HE 
THINGS ARE {/7| MAYBE ITS |} IT WAS| CAME OUT OF © 
DIFFERENT, A GAG! A EASTER,| A RED, BLUE AN 


PURPLE SHELL. 


A Yl. Xe 


